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EXECUTIVE SUMMARY 



Construction and demolition (C&D) waste landfills have largely been ignored because they 
have been viewed as innocuous in comparison to municipal solid waste (MSW) landfills and 
hazardous waste landfills. Regulators felt that since C&D landfills did not accept large quantities 
of hazardous waste and the waste was relatively stable in comparison to MSW, these landfills did 
not pose a threat to the environment. Thus, little is known about leachate generated from C&D 
landfills because they have not been well studied. 

Based on the results of a statistical analysis, the following parameters in C&D leachate 
could present a risk to human health and the environment because they exceed either primary 
groundwater standards, secondary groundwater standards, or guidance concentrations for 
groundwater: 

Methylene Chloride 1 ,2-Dichloroethane Cadmium Lead 

Iron Total Dissolved Solids Manganese Sulfate 

Some degradation of groundwater could occur because of the presence of these contaminants. It 
cannot be determined how far the contaminants will spread from a disposal site. There is a high 
probability groundwater monitoring wells will contain iron, manganese, and total dissolved solids 
in excess of the groundwater standards because of the extremely high levels of these contaminants 
in C&D leachate. It cannot be determined if the remaining parameters will be found in 
groundwater monitoring wells above the applicable standards. 

Standards for C&D landfills should include financial assurance, groundwater monitoring, 
corrective action, and location restrictions similar to the standards applicable to MSW landfills 
Because of the risk for damage to human health and the environment, C&D landfills should be 
required to prove that they have the financial resources to mitigate any damage caused by the 
C&D landfill. Groundwater monitoring should be required to protect the groundwater resources, 
and if damage occurs, corrective action is needed to mitigate the damage. Location restrictions 
would protect against release of solid waste in unstable areas. 

There is insufficient data concerning volatile organics, semi-volatile organics, and other 
organics such as pesticides and herbicides, therefore further research is required to determine if 
these classes of contaminants are present in sufficient amounts to endanger human health and the 
environment. 
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1.0 INTRODUCTION 



1.1 Background 

The proper design of a solid waste landfill includes the consideration of leachate generation 
and its potential impact on human health and the environment. Leachate is the liquid that has 
percolated through the waste in a landfill and has extracted dissolved or suspended solids from the 
waste (Tchobanoglous et al. 1993). Considerable research has been conducted on leachate 
generated from municipal solid waste (MSW) landfills, therefore, this leachate is well 
characterized MSW landfills generally accept all waste generated in the community with the 
exception of industrial and agriculture waste (Tchobanoglous et al. 1993). Construction and 
Demolition (C&D) waste landfills are a special category of solid waste landfills. C&D waste 
landfills accept a wide variety of waste generated by construction and demolition activities. C&D 
waste landfills have been largely ignored because they were viewed as innocuous in comparison to 
MSW landfills and hazardous waste landfills. Regulators felt that since C&D waste landfills did 
not accept hazardous waste except for hazardous waste that could not be physically separated, 
and since the waste was relatively stable in comparison to MSW, these landfills posed a minimal 
threat to the environment Researchers have largely ignored C&D waste landfills because of this 
pervasive attitude. Thus, little is known about leachate generated from C&D waste landfills 
because these landfills have not been well studied. 

The 1984 amendments to the Resource Conservation and Recovery Act (RCRA) required 
the U. S. Environmental Protection Agency (EPA) to revise the existing standards governing 
management of household hazardous waste and hazardous waste from small quantity generators 
(EPA 1995). In 1991, regulators at the EPA issued revised criteria for MSW landfills that receive 
these two classes of hazardous waste. The revised criteria did not apply to non-MSW landfills. 
The EPA was subsequently sued for ignoring non-MSW landfills. The EPA has since issued 
proposed standards for non-MSW landfills (EPA 1995). It is anticipated that the new regulations 
will impact C&D waste landfills the greatest. Concurrent to EPA’s proposed rule development, 
the State of Florida has developed rules to address the management of C&D waste in the state. 
Despite the new regulatory attention paid to C&D waste disposal operations, the basic question 



remains: To what extent does leachate from C&D waste represent a threat to human health and 
the environment? 

1.2 Composition of C&D Waste 

This study does not focus on the composition of C&D waste, but a brief introduction is 
appropriate so that leachate generated from this waste can be better understood. C&D waste is 
defined as “all waste resulting from the construction, renovation and demolition of buildings, 
roads, bridges, docks, piers, and all other structures (Spencer 1991).” The definition of C&D 
waste also shows the many sources of C&D waste. C&D waste comes from residential, 
commercial, industrial, and governmental activities. The major components of C&D waste are 
wood products, cardboard and other paper products, concrete and asphalt, plastics, metals, 
roofing materials, dirt and vegetation from landclearing operations, and other miscellaneous 
materials including carpeting, drywall, insulation, flashing, tile, and empty containers. 

Most of the waste is relatively inert, however C&D waste also contains wastes that may be 
hazardous (EPA 1995). The hazardous waste either cannot be removed from the non-hazardous 
constituents (paint, sealants), or is mixed with the C&D waste and is not identified by inspectors 
at the C&D waste landfills (paint cans, caulking tubes). The potentially hazardous materials can 
be divided into four categories: 1) excess materials and their containers, 2) waste oils, grease, and 
fluids, 3) other discrete items such as batteries, fluorescent bulbs, and appliances, and 4) 
inseparable constituents of bulk items (EPA 1995) Excess materials include paint cans with 
excess paint, caulking compounds, sealants, and fillers. Residual amounts of these items are often 
left in their containers and discarded into the dumpster. Discrete items like batteries and bulbs 
contain trace amounts of mercury and other heavy metals that may leach into the ground after 
disposal. Inseparable constituents of bulk items refer to paints, sealants, and preservatives that 
are applied to wood and metal surfaces. These paints and sealants cannot be removed from the 
bulk item once they are applied. Heavy metals and semi-volatile organic compounds are often a 
major constituent of these paints and sealants. These contaminants are released into water as it 
flows over the bulk item in a landfill. Leachate which is generated from any of these categories of 
C&D waste has the potential to contain harmful concentrations of the hazardous constituents 
found in the waste. Because these small quantities of hazardous waste are found in C&D waste, 
this waste can no longer be ignored and classified as innocuous. 
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A study of three C&D waste landfills in the Houston, Texas, area concluded that over half 
of the total waste stream consists of wood, brush, and grass (Norstrom et al. 1991). These 
wastes decompose rapidly which can cause the formation of organic acids, high oxygen demand, 
and high organic content in C&D leachate. Paper and cardboard made up between 2 and 1 3 
percent. These materials will decompose less rapidly than the wood and brush. Concrete, rock, 
asphalt, and soil made up 1 5 percent of the waste. Metals made up six percent by volume of the 
waste. Various metals in the waste cause elevated levels of heavy metals, iron, and manganese. 
Rubber, plastic, and glass composed between 2 and 9 percent. Miscellaneous items such as 
roofing materials, carpet, insulation, and drywall composed between 4 and 19 percent of C&D 
waste. 

The materials found at the Houston landfills are typical at C&D waste landfills. However, 
the percentages expressed in the study by Norstrom et al. cannot be considered to by typical of all 
C&D waste landfills. C&D waste composition can vary greatly depending on the bans in place, 
the type of industry in the area, and the dumping fees for the C&D waste landfill. One of the 
largest effects will be bans on landclearing debris, grass and other materials that degrade easily. 
When these bans are in place, the oxygen demand and nitrogen loading should decrease (Hamel 
1989). Such a ban may also result in an increase in the concentration of heavy metals and other 
contaminants. As the amount of landclearing debris in the waste is reduced, the other types of 
material will make up a larger percentage of C&D waste. The increasing percentage of metals, 
gypsum wall board, cement and other materials will increase the amount of metals, sulfate, 
sodium, potassium and other contaminants in the leachate. The type of industry in the vicinity of 
the landfill will also affect the composition of C&D waste. For example, in an area that is rapidly 
expanding, a greater portion of the waste stream will come from new construction. New 
construction will tend to have higher concentrations of wood, gypsum board, and containers 
containing sealants, caulking and chemical products. If an area is fully developed, quite a bit of 
renovation work is expected. This could include road work. Demolition wastes from renovation 
can include lead-based paint, asbestos, concrete and asphalt Demolition debris will be higher in 
these materials than in new construction. Thus, the type of industry in an area can significantly 
impact the composition of C&D waste. Finally, the fees that landfills charge can affect the 
composition of the waste If two C&D waste landfills operate in the same geographical area, and 
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one charges significantly lower tipping fees, more of the heavy debris could end up in the landfill 
with the lower tipping fee. This could shift the composition in both landfills as the landfill with 
the higher tipping fees gets less heavy materials such as concrete, and the landfill with the lower 
tipping fees receiving more heavy materials. 

In conclusion, the composition of C&D waste is highly variable. The specific composition 
will depend on the bans in place, industry in the area of the landfill, and the dump or tip fees 
charged at the landfill 
1.3 Scope of Project 

C&D waste is a potential problem because it may contain small quantities of hazardous 
waste. Because of this, in the past several years C&D waste landfills have received renewed 
attention from state and local regulators. However, many aspects of C&D waste and C&D waste 
landfills are still unknown. The University of Florida recently began a project which will 
investigate some of the unknown aspects of C&D waste. The scope of the project includes 
characterizing the composition of C&D waste, conducting a full review of C&D waste landfills in 
the State of Florida, and investigating C&D leachate through a lysimeter study. There is limited 
data available on the composition of leachate generated from C&D waste landfills. A complete 
review of the limited data is needed to determine what components will be expected to represent a 
problem. This project reviews the available data on leachate generated from C&D waste landfills 
and presents a statistical analysis of the data. This project includes a complete literature review of 
the major leachate studies, a detailed description of the method taken to analyze the data, a 
thorough analysis of the statistical results, and conclusions and recommendations. 
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2.0 LITERATURE REVIEW 



2.1 Introduction 

There are a small number of reports and other documents that have addressed the 
composition of leachate from C&D waste landfills. The following sections summarize these 
reports and documents. The largest amount of information came from the report produced for 
the National Association of Demolition Contractors. However, this report only gathered, not 
analyzed, the data. The report produced for Waste Management Incorporated contains the most 
extensive round of sampling and a complete analysis of the data. As part of its rulemaking 
process, the EPA prepared a report that summarizes the existing database of leachate from C&D 
waste landfills, including the reports mentioned above. 

The work presented here summarizes available leachate data from C&D waste landfills. 

Since many of the sources of data have been presented in many different reports, the data 
presented here are referenced to the original source report when possible. The data are from 
sources believed to be leachate, not groundwater contaminated with leachate. Such sources 
include leachate collection systems from lined landfills, leachate seeps, and wells within the C&D 
waste. The data are analyzed in a later chapter. The sampling results for all of the reports 
discussed in the following sections are located in Appendix A. The depth of analysis presented in 
this report is greater than any previous study. 

2.2 The National Association of Demolition Contractors Study 

The National Association of Demolition Contractors (NADC) hired the consultant firm of 
Gershman, Bricker & Bratton (GBB) to examine the appropriate management and/or disposal 
techniques for C&D waste. Because leachate quality from C&D waste landfills has never been 
adequately researched, GBB decided to investigate the environmental history of rubble fills or 
C&D waste landfills around the country. GBB sent letters to each State requesting information 
and data on any leachate test results submitted to the state as part of operational monitoring 
activities. The responses to these letters make up Volume I of the NADC report, which is entitled 
“Specific State-by-State Responses” (NADC 1994). The following states sent leachate data from 
operational C&D landfills: Colorado, Connecticut, Iowa, New York, South Carolina, and 
Washington Minnesota, North Dakota, and Delaware sent groundwater monitoring results only. 
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The groundwater monitoring results were not included in this investigation because contaminants 
in the groundwater are greatly diluted from raw leachate. The diluted concentrations could skew 
the results of the raw leachate data, making the mean and median values for the contaminants 
smaller and, therefore, not representative of leachate quality. The landfills that were included in 
Volume I of the NADC report and had leachate quality data are given in Table 2. 1 . The results of 
these surveys are included in Appendix A. 



Table 2.1: Landfills from Volume I of NADC Report 



NAME OF LANDFILL 


LOCATION 


NO. OF LEACHATE SAMPLES 


Construction Disposal Inc. Landfill 


Adams County, Colorado 


1 


Mt. Olivet Landfill 


King County, Washington 


2 


1 10 Sand Co. C&D Debris Landfill 


Melville, New York 


20 


Blydenburg Cleanfill 


Islip, New York 


4 


Unknown Site 


South Carolina 


1 



Volume II of the NADC report is entitled “Copies of Reports, Articles, and Other Related 
Data” (NADC 1994). There are five reports not written by GBB that are included in Volume II. 
Because four of the five reports were written by other groups or individuals, they are reported as 
separate literature sources in this paper. Only the response provided by Brandywine Enterprises, 
Inc. is discussed in this section Brandywine Enterprises Inc. reported leachate quality data from 
their C&D landfill, the Cross Trails Rubble Landfill in Maryland. They did not include any 
information concerning the characteristics of the landfill. Because Brandywine Enterprises 
reported volume of leachate collected and disposed, it is reasonable to assume that the landfill has 
a leachate collection system. Since landfills with leachate collection systems normally have liners, 
it can also be assumed that the landfill is lined. This second assumption is less certain than the 
first. No other information was provided by Brandywine Enterprises. 

The NADC report concluded that a “vast majority of waste received by demolition landfills 
is relatively inert” (NADC 1 994). The investigators were convinced that leachate from state-of- 
the-art demolition landfills and MSW landfills are not similar in concentration or composition, 
therefore, they should not be regulated in a similar manner. They recommend that all C&D 
landfills should have: 1) trained personnel who inspect all incoming waste loads for unsuitable 
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waste, 2) leachate containment system consisting of either suitable soil conditions, compaction of 
suitable soil, or other containment system, 3) groundwater monitoring system, and 4) financial 
assurance. The authors conclude that C&D landfills that follow these guidelines will not pose a 
significant threat to the environment. 

2.3 Waste Management Incorporated Study 

This is the report from the third year of an ongoing study conducted by Waste Management of 
North America (WMI) (Waste Management Inc. 1993). The purpose of the study is to 
characterize the composition of leachate from C&D waste landfills. WMI planned to use the 
results of this study to determine the type of liner needed for C&D waste landfills. The study 
began in 1991 and initially included four landfills: 1) an Ohio landfill owned by WMI, 2) a 
Kentucky landfill owned by WMI, 3) a Michigan landfill not owned by WMI, and 4) a 
Massachusetts landfill not owned by WMI. After the first year of sampling was completed, the 
investigators discovered that the Ohio landfill used steel mill slag as a granular bed within its 
leachate collection system. The steel mill slag significantly impacted the analytical results, 
therefore, the Ohio landfill was removed from the study. The investigators replaced the Ohio site 
with a Wisconsin landfill not owned by WMI in 1992. Sampling results from the Wisconsin site 
are only available for 1993. 

The leachate samples from the various landfills were analyzed for Priority Pollutants, TCLP 
parameters, Appendix IX parameters identified in the Resource Conservation and Recovery Act 
(RCRA) and located in Title 40 of the Code of Federal Regulations, Part 261, and conventional 
parameters. The document states that the samples were analyzed for parameters identified under 
Appendix II of 40 CFR Part 261, however, Appendix II of Part 261 simply refers to TCLP test 
procedures. There is not an Appendix II list of chemicals. It is uncertain what the report was 
referring to as the Appendix II list. The chemicals included in Appendix IX can exist in wastes 
and are considered to be health hazards. According to the authors, regulatory agencies often 
require Appendix IX testing to determine if groundwater contamination is occurring. The 
Appendix II list given in the report consists of 219 chemicals A majority of the chemicals 
included in Appendix II are also included in the Appendix IX list. The Priority Pollutant list was 
developed as part of the Clean Water Act Industrial Pretreatment Program. The investigators 
included these parameters in this study because they can cause problems for wastewater treatment 
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plants that process leachate. The Toxicity Characteristic Leaching Procedure (TCLP) replaced 
the EP toxicity procedure under Subtitle C of RCRA The TCLP test is designed to more 
accurately predict the leaching potential of solid waste and to determine if the leachate is 
hazardous. The TCLP test is currently used for 39 parameters, however, the EPA is considering 
expanding the list to a total of 200 parameters. Although RCRA has not been changed, the 
investigators felt it was prudent to test for all of the parameters included on the expanded list. In 
total, the samples were analyzed for 253 parameters. This is by far the largest number of 
parameters that were sampled for in one study. The sampling results are included in Appendix A. 
Parameters that were detected in at least one sample from any of the landfills are included in 
Appendix A. If the samples were tested for a particular parameter, but the parameter was not 
detected in any sample, the parameter was not included in Appendix A. 

Because this is an ongoing study, the investigators analyzed the data by comparing the results 
of the 1993 sampling rounds with the results from the previous two years. The following 
conclusions were presented in the Waste Management Inc. report. The investigators concluded 
that none of the leachate from the five C&D waste landfills would be classified as hazardous 
waste because all of the samples passed the current TCLP test. The number of volatile organic 
compounds detected increased from 3 compounds in 1992 to 8 compounds in 1993. Likewise, 
the number of semi-volatile compounds detected increased from 6 in 1992 to 1 1 in 1993. There 
was no trend among the pesticides, herbicides, and insecticides. The number of metals detected in 
1993 remained approximately the same with arsenic, barium, chromium, lead, nickel, and zinc 
being detected the most frequently. The compounds detected in 1 993 never exceeded the 
maximum contaminant levels established by the National Primary Drinking Water Standards. 
However, the amount of iron, zinc, total dissolved solids, and sulfates exceeded the National 
Drinking Water Secondary Standards at least once in 1993. Because the leachate can contain 
elevated levels of some contaminants, the investigators concluded that engineering controls, such 
as liners, leachate collection systems, and groundwater monitoring wells, should be installed at 
landfills which accept C&D waste. 

2.4 SKB Rich Valley Demolition Waste Management Facility Study 

The SKB Rich Valley Demolition Waste Management Facility is located in Inver Grove 
Heights, Minnesota. The Minnesota Pollution Control Agency issued a permit for landfill 
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operations to the facility in August 1989. As part of its closure and post closure plans, the facility 
was required to assess the potential damage to the environment resulting from facility operations 
As a result, SKB Demolition Waste Disposal contracted Nova Environmental Services Inc. to 
assess the potential for environmental damage. Interpoll Laboratories was contracted to update 
this original study in 1992 (Interpoll Laboratories 1992). 

The facility was constructed with a liner and leachate collection system. The liner was 
constructed of a two foot compacted clay base overlaid with a three foot protective drainage layer 
consisting of medium sand. The bottom layer had a maximum permeability of 1 x 10' 7 cm/sec. 

The top layer had a minimum permeability of 5 x 10 ' cm/sec. Six inch in diameter PVC collection 
pipes were installed between the two layers to collect leachate. The leachate flows by gravity to 
collection pipes and a lift station. Leachate is collected at the lift station and transported off site 
for treatment at an industrial/domestic wastewater treatment plant. 

The landfill has accepted only construction waste and demolition debris since opening in 
1989. The waste includes concrete, brick, asphalt, stucco, rock/gravel, metal, roofing, wood and 
other miscellaneous materials. The facility does not accept yard wastes, liquids, septic tank 
pumping, vehicles, tires, machinery, appliances, fertilizers or hazardous wastes. 

Eight leachate samples were obtained during the period 1990 through 1992. . The results of 
the sampling are included in Appendix A. The first leachate sample was analyzed for both routine 
and extended parameters. Routine parameters included common heavy metals, other metals, and 
conventional parameters. Extended parameters included carcinogenic polynuclear aromatic 
hydrocarbons (PAH’s) such as benzo(g)pyrene and noncarcinogenic PAH’s such as acenaphthene 
and pyrene. The remaining seven leachate samples were analyzed for routine parameters only. 
Table 2.2 contains a list of all parameters included in this study. Appendix A contains the 
complete results of these eight sampling rounds. The samples were compared to the either the 
recommended allowable limits (RAL’s) for drinking water, maximum contaminant levels (MCL’s) 
under the Safe Drinking Water Act, secondary maximum contaminant levels (SMCL’s) under the 
Safe Drinking Water Act, or intervention limits. RAL’s apply to private drinking water standards 
in Minnesota. 

Chloride, total dissolved solids, iron, manganese, nitrate, and nitrite exceeded an SMCL 
during one or more the sampling events. The investigators believe that the high level of nitrate. 
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nitrite and dissolved iron contained in the Fall 1990 results are erroneous. They performed one 
additional sampling event in January 1991 to validate these results. The January 1991 sample 
indicated levels of nitrate, nitrite and dissolved iron that were much more in line with the other 
sampling events. Arsenic exceeded the RAL in the summer 1990 sample, but did not exceed the 
MCL. Methylene chloride, 1, 1, 1-trichloroethane, and trichlorofluoromethane were identified in 
the spring 1990 sample, however, they did not exceed the applicable standards. The study 
reported the carcinogenic and noncarcinogenic PAH’s as cumulative totals only. The cumulative 
totals were compared to the RAL for Minnesota. The reported values for the carcinogenic and 
noncarcinogenic PAH’s exceeded the RAL levels. Since the study did not indicate the values for 
individual compounds within these categories, it cannot be determined if any MCL was exceeded. 
Table 2.2: Parameters Included in Study for SKB Rich Valley Waste Management Facility 



ROUTINE PARAMETERS 


EXTENDED PARAMETERS 


Alkalinity 


Manganese 


CARCINOGENIC PAH'S 


NONCARCINOGENIC PAH’S 


Ammonia Nitrogen 


Magnesium 


Benzo(a)anthracene 


Acenaphthene 


2,3-Dihydroindene 


Arsenic 


Mercury 


Benzo(b)fluoranthene 


Acenaphthylene 


Fluoranthene 


Cadmium 


Nitrate 


Benzo(k)fluoranthene 


Acridine 


Fluorene 


Chromium 


Potassium 


Benzo(g)pyrene 


Anthracene 


Indene 


Copper 


Sodium 


Benzo(g,h,i)perylene 


Benzo(b)thiophene 


Indole 


Dissolved Solids 


Sulfate 


Chrysene 


Benzo(e)pyrene 


1 -Methyl naphthalene 


Suspended Solids 


Zinc 


Dibenzo(a,h)anthrancene 


Benzo(h)fluoranthene 


2-Methylnaphthalene 


Lead 


Iron 


Indeno( 1 ,2,3 -cd)pyrene 


Biphenyl 


Naphthalene 


COD* 


Barium* 


Quinolene 


2,3-Benzofuran 


Perylene 


Calcium* 


Chloride* 




Carbazole 


Phenanthrene 








Dibenzothiophene 


Pyrene 



*Sampled only after Spring Quarter 1992. 



2.5 Sanifill C&D Waste Landfill Study 

This paper presents a composition study of construction and demolition waste and analytical 
results from leachate collected at three Houston C&D waste landfills (Norstrom et al. 1991). The 
researchers’ primary goal related to leachate was to identify elevated chemical constituents for 
tracking in a groundwater monitoring program. The researchers chose three C&D waste landfills 
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owned and operated by Sanifill Inc. of Houston, Texas. The landfills have liners, however the 
composition of the liners is unknown The study did not indicate whether or not the landfills had 
leachate collection systems. The landfills accepted C&D waste composed of wood, brush, grass, 
concrete, rock, asphalt, metal, rubber, glass, roofing materials, carpet and drywall. 

Two leachate wells were installed at each of the landfills. The leachate wells were installed 
by a drill rig with an 8-inch hollow stem auger. Sampling was accomplished by bailing. Samples 
were transported to the laboratory within two hours of sampling. Table 2.3 summarizes the 
salient characteristics of the landfills and leachate wells. 



Table 2.3: Leachate Well Schedule 



Well # 


Site 


Final 

Cover 

El., Ft. 


Well 
Bottom 
EL, Ft. 


Top of 
Liner 

EL, Ft. 


Waste 

Thickness 


Approx. 

Waste 

Age 


Sampled/ 

Dry 


A-Ll 


Landfill A 


105 


50 


45 


60 


9/84 


Sample 


A-L2 


Landfill A 


110 


55 


52 


58 


12/88 


Dry 


B-Ll 


Landfill B 


120 


60 


51 


69 


4/86 


Sample 


B-L2 


Landfill B 


129 


50 


42 


67 


1/89 


Sample 


C-Ll 


Landfill C 


41 


23 


-10 


51 


10/87 


Diy 


C-L2 


Landfill C 


39 


-1 


-8 


49 


8/89 


Dry 



The study reported a range of values for each constituent. The results of this study are 
included in Appendix A. The study sampled for conventional parameters, heavy metals and other 
metals. Table 2.4 summarizes the parameters included in this study. Because the study reported a 
range of values, only a minimum and maximum concentration for each constituent can be 
determined. 

One or more samples exceeded the MCL for arsenic, barium, cadmium, chromium, lead and 
mercury. One or more samples exceeded the SMCL for zinc, nitrate, iron, total dissolved solids, 
manganese, and sodium. Since leachate is often treated by an industrial wastewater treatment 
plant, the researchers compared the analytical results to the limits for various constituents 
presented in the wastewater treatment plant ordinance for the City of Houston. The levels of 
barium, lead, manganese, and zinc in the leachate exceeded these wastewater limits at least once. 
The researchers concluded that C&D leachate posed a threat to groundwater quality if not 
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properly contained Also, pretreatment may be necessary if the leachate is being transported to an 
industrial wastewater treatment plant. 



Table 2.4: Parameters Included in Sanifill C&D Waste Landfill Study 



Specific Conductance 


Alkalinity 


Boron 


Potassium 


BOD 5 Days 


Chloride 


Phosphorous 


Magnesium 


Organic Nitrogen 


Sodium 


Cadmium 


Barium 


Ammonia Nitrogen 


Dissolved Solids 


Chromium 


Selenium 


Nitrate 


Suspended Solids 


Copper 


Silver 


Nitrite 


Cyanide 


Nickel 


Mercury 


COD 


Calcium 


Lead 


Iron 


Total Organic Carbon 


Oil and Grease 


Zinc 


Manganese 


Hardness 


Phenol 


Arsenic 


Sulfates 


pH 









2.6 Connecticut Bulky Waste Leachate Characterization Survey 

The purpose of this study was to characterize the leachate from bulky waste landfills. The 
State of Connecticut used the information to assess the impacts from proposed bulky waste 
landfill sites (Hamel 1989). The State of Connecticut defines bulky waste as demolition debris 
and landclearing debris. The investigators initiated a six month study of five different landfills in 
1988. Between two and four sampling events occurred during the sixth month study. Appendix 
A contains the results from this study. 

The following five landfills were included in this report: 1) Deep River Bulky Waste Landfill, 2) 
Guilford Bulky Waste Landfill, 3) Glastonbury Bulky Waste Landfill, 4) Former ITI Trucking 
Terminal at South Windsor, and 5) Groton Bulky Waste Landfill. The study did not include a 
detailed description of these sites. It is unknown whether the sites have liners and leachate 
collection systems. The sites accept only demolition debris and landclearing debris. The samples 
were taken mostly from seeps at the base of the landfills. The investigators sampled for 
conventional parameters and heavy metals. Table 2.5 summarizes the parameters that were 
sampled. 

There were a total of 1 5 samples from the five landfills. One sample exceeded the MCL for 
cyanide Two samples were outside the range required for pH. Thirteen samples exceeded the 
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SMCL for iron. Ten samples exceeded the SMCL for total dissolved solids. All samples 
exceeded the SMCL for manganese. Eight samples exceeded the MCL for cadmium and thirteen 
samples exceeded the MCL for lead. The investigators felt that these results should be used with 
caution Because the sites are relatively young and small with waste piled thinly over the site, the 
leachate strength could be lower than that of leachate generated at older and larger facilities. 

Also, the trend toward processing and recycling C&D waste could change the composition of 
leachate from C&D waste sites in the future. The investigators believe that reducing the 
decomposable portion of the waste stream should reduce the oxygen demand and nitrogen loading 
on surface waters. This would proportionally increase the presence of painted and processed 
building materials and metals from demolition waste, which could increase metal loading in the 
leachate. 



Table 2,5: Parameters Included in State of Connecticut Leachate Study 



Specific Conductance 


PH 


Cadmium 


Barium 


BOD 5 Days 


Alkalinity 


Chromium 


Selenium 


Organic Nitrogen 


Chloride 


Copper 


Silver 


Ammonia Nitrogen 


Sodium 


Nickel 


Mercury 


Nitrate 


Dissolved Solids 


Lead 


Iron 


Nitrite 


Suspended Solids 


Zinc 


Manganese 


COD 


Cyanide 


Arsenic 


Sulfates 


Hardness 









2.7 U.S. Environmental Protection Agency Summary 

At the time of publication of this report, the U.S. EPA was in the process of developing a 
rule addressing non-municipal facilities that may receive hazardous wastes from conditionally 
exempt small quantity generators (CESQGs). The rule has since been promulgated as a draft by 
the EPA One of the largest categories of non-municipal facilities that could accept hazardous 
waste from CESQGs is C&D landfills. This report was prepared in support of the EPA’s 
rulemaking (EPA 1995). 

The information used to prepare the EPA report came from literature by the National 
Association of Demolition Contractors (NADC) and a small number of readily available reports 
The landfills included in the EPA report are identical to the landfills included in this study with 
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two exceptions. The EPA included the D&M site and Armetta property in Connecticut The 
EPA report indicates that the data for these sites were included in the NADC leachate quality data 
report published in 1994. However, the copy of the NADC leachate quality data report used by 
this investigator did not include the D&M site or the Armetta property. The data from these sites 
were taken directly from the EPA report and is included in this report and are summarized in 
Appendix A. Because the EPA report did not include a summary of the landfill characteristics, no 
information is known about these two sites. 

The EPA report used parameter-specific regulatory and health-based benchmarks as a basis 
for screening potential risks. The Safe Drinking Water Act National Primary and Secondary 
Drinking Water Standards were used for comparison when available. When the primary and 
secondary standards were not available, the EPA report used health-based benchmarks for a 
leachate ingestion scenario. Reference-doses were used for non-carcinogenic parameters and 
risk-specific doses were used for known carcinogens. No benchmark was established if sufficient 
studies had not been conducted on a parameter. The EPA report screened out parameters that 
never exceeded the benchmarks. A median concentration was calculated for each parameter that 
exceeded the benchmark at least once. The median value was calculated by first taking the 
median value of each landfill, than computing the median value for all landfills. Because of this 
methodology, each landfill was represented only once and each landfill was weighted exactly the 
same. The median value calculated in this manner was compared to the applicable benchmark. 

Based on the number of landfills at which the benchmark was exceeded, and a comparison 
between the median and the benchmark, the EPA report felt that seven parameters were 
“potentially problematic." The following list shows the seven parameters of concern: 

Organics Inorganics Canventionql Parameters 

1,2-dichloroethane cadmium manganese 

methylene chloride lead iron 

total dissolved solids 

For iron, manganese, and total dissolved solids, the benchmarks are secondary MCL’s that are set 
to protect water supplies for aesthetic reasons (e.g., taste) rather than for health-based reasons. 
None of the remaining four parameters exceed the health-based benchmarks by a factor of ten or 
more. This fact is significant. The investigators at the EPA believed that leachate would be 
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diluted by a factor of ten by the time it reached any groundwater monitoring wells or drinking 
water wells downgradient of a C&D waste landfill. If the leachate was not at least ten times 
greater than the applicable groundwater standard, the groundwater resulting from the leachate 
would not exceed the applicable standards. Thus, the EPA did not believe that any of the seven 
parameters listed above would pose a problem at C&D waste landfills. 

2.8 Conclusions 

The data from each of these reports will be used to assess which chemical constituents 
found in C&D leachate could pose health and environmental problems. Appendix A contains two 
tables for each landfill identified in the literature sources discussed in the preceding section. The 
first table summarizes the landfill characteristics as reported in the literature source. The second 
table summarizes the analytical data gathered for the landfill. The parameters included in this 
table were detected at least once out of all of the data collected from the various literature 
sources. Eighty-two parameters were detected at least once. Table 2.6 on the following page 
summarizes the parameters that were analyzed for, but never detected in any sample. There were 
197 parameters that were never detected in any sample. 

The literature reviewed in the preceding sections indicate that parameters included in Table 
2.7 have been detected at levels which could pose a threat to human health and the environment. 
The analysis performed in the next section will identify the chemical parameters that seem to 
consistently pose a threat to health and the environment. 
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Table 2.6 Parameters That Were Never Detected in Leachate Samples 



ORGANICS 


Chlorobenzene 


trans- 1 ,3-Dichloropropene 


Hexachl oropropene 


Pentachl oroethane 


Acetonitrile 


Chlorobenzilate 


1 , 1 -Dichloropropene 


Indeno(l ,2,3-cd)pvrene 


Phenacetin 


Acetophenone 


2-Chloro-l,3-butadiene 


2,3-Dichloro-l-propene 


lodomethane 


Phenanthrene 


2-Acetylaminofluorene 


Chlorodibromomethane 


cis-l,3-Dichloropropene 


Isobutanol 


Phenolphthalem Alkalinity 


Acrolein 


2-Chloroethyl Vinyl Ether 


p-(Dimethylamino)azobenzene 


Isodrin 


p-Phenylemedi amine 


Acrylonitrile 


4-Chloro-3-methylphenol 


Dimethaote 


Isophorone 


Phorate 


Aldrin 


4-Chlorophenyl phenyl ether 


7/1 2-Dunethylbenz(a)anthracene 


2-lsophorone 


2-Picoline 


alpha-Chlordane 


2-Chloronaphthalene 


3,3-Dimethylbenzidine 


lsosafrole 


Pronamide 


alpha-Endosulfan 


2-Chlorphenol 


Dimethylphenethylamine 


Kepone 


Propionitrile 


4-Aminobiphenyl 


3-Chloropropene 


2,4-Dimethylphenol 


Lindane 


Pyrene 


Aniline 


Chrysene 


Dimethyl phthalate 


Methacryonitrile 


Pyridine 


Anthracene 


Cumene 


1 ,3-Dinitrobenzene 


Methapyrilene 


Safrole 


Aramite 


2,4-D 


4,6-Duutro-2-methylphenol 


Methoxychlor 


Silvex; 2,4,5-TP 


Aroclor/PCB 1016 


4,4-DDD 


2,4-Dinitrophenol 


3-Methychloranthrene 


Sulfotepp 


Aroclor/PCB 1221 


4.4,4-DDT 


2,4-Dinitrotoluene 


Methyl methacrylate 


TCDD 


Aroclor/PCB 1232 


delta-BHC 


2,6-Dinitrotoluene 


(3&4)-Methylphenol 


2,3,7,8-TCDD 


Aroclor/PCB 1242 


Dial late 


Dinoseb, DNBP 


1 ,4-Naphthpquinone 


TCDF 


Aroclor/PCB 1248 


Dibenzo(a,h)anthracene 


Di-a-octyl phthalate 


1 -Naphthyl amine 


1 ,2,4,5-Tetrachlorobenzene 


Aroclor/PCB 1254 


Dibenzofuran 


Di-n-octyl phthalate 


2 -Naphthyl amine 


1 , 1 , 1 ,2 -T etrachlorethane 


Aroclor/PCB 1260 


Dibromochl oromethane 


1,4-Dimene 


3-Nitroaniline 


1 , 1 ,2,2-Tetrachlorethane 


Benzo-a-anthracene 


1 ,2-Dibromo-d-chloropropane 


Diphenylamine 


4-Nitroaniline 


2,3,4,6-Tetrachlorophenol 


Benzo-a-pyrene 


Dibromomethane 


Endosulfan sulfate 


Nitrobenzene 


Tetrahydrofuran 


Benzo-b-fluoranthene 


l ,2-Dibromoethane 


Endosulfan 1 


o-Nitrophenol 


Thionazin 


Benzo(k)fluoranthene 


Di-a-butyl phthalate 


Endosulfan 11 


p-Nitrophenol 


o-Toluidine 


Benzo-g,h-perylene 


Dichloroacetonitrile 


Endrin aldehyde 


4-Nitroquininolme-l -oxide 


Toxaphene 


Benzyl alcohol 


1 , 2 -D i chi orobenzene 


Endrin ketone 


N-Nitrosodi-a-butylamine 


1 , 2, 4-Tri chlorobenzene 


beta-BHC 


1 ,3-Dichlorobenzene 


Ethyl ether 


N-Nitrosodiethylamine 


1,1,1 -Trichloroethane 


beta-Endosulfan 


1 ,4-Dichlorobenzene 


Ethylmethacrylate 


N-N itrosodimethvlamine 


1 , 1 ,2-Trichloroethane 


Bis( 2-cholorethoxy)methane 


3-3-Dichlorobenzidine 


Ethyl methane sulfonate 


N-Nitrosodunethylethy lamine 


2,4,5-Trichlorophenol 


Bis(2-chloroethyl)ether 


trans- 1 ,4-Dichloro- 2-butene 


Ethyl parathion 


N-Nitrosodiphenylamine 


2,4,6-Trichlorophenol 


Bis(2-chloro- 1 -methyl)ether 


Dichlorodifluoromethane 


Famphur 


N-Nitrodo-di-n-propylamine 


1 ,2,3-Trichloropropane 


Bromodichloromethane 


1,2-Dichloroethene 


Fluoranthene 


N-Nitrosomoipholine 


1 , 1 ,2-Tnchlorotnfluorethane 


Bromoform 


1,1-Dichlooethene 


Fluorene 


N -N itrosop iperi d ine 


o,o,o-Tnethyl phosphorothiole 


Bro mom ethane 


Dichlorofluoromethane 


Heptachlor 


N-Nitrosopyrolidine 


sym-Trinitrobenzene 


4-Bromophenyl-phenylether 


2,4-Dichlorphenol 


Heptachlor epoxide 


5-Nitro-o-toluidine 


Vmyl acetate 


Butyl benzyl phthalate 


2,6-Dichlotphenol 


Hexachl orobenzene 


PeCDD 


Vinyl chloride 


Carbon tetrachloride 


trans- 1 ,3-Dichloropropane 


Hexachloro butadiene 


PeCDF 




Carbonate 


1 ,2-Dichloropropane 


Hexachlorocyclopentadiene 


Pentachl oro benzene 


INORGANICS 


Chlorodane 


1,3-Dichloropropane 


Hexachloroethane 


Pentachloronitrobenzene 


Thallium 


4-Chloroaniline 


2,2-Dichloropropane 


Hexachlorophene 


Pentachlorophenol 


Tin 
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Table 2.7: Parameters Identified as Problematic in the Literature 



ORGANICS 


HEAVY METALS 


CONVENTIONAL PARAMETERS 


1,2-Dichloroethane 


Arsenic 


Lead 


Boron 


Nitrite 


Methylene Chloride 


Barium 


Mercury 


Chloride 


pH 




Cadmium 


Zinc 


Cyanide 


Sodium 




Chromium 




Iron 


Sulfate 








Manganese 


Total Dissolved Solids 








Nitrate 
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3.0 Methodology for Statistical Analysis 

3.1 Introduction 

The literature sources that have been reviewed employed a variety of methods to analyze 
leachate data. The most frequent method used by the investigators was a simple comparison 
between the leachate data and a regulatory limit (primary maximum contaminant levels (MCL’s), 
secondary MCL’s, or other guidance concentrations). The authors of the Waste Management 
report compared the leachate data gathered in 1993 to data gathered in 1991 and 1992. The 
authors looked for trends to determine if the leachate would be classified as a hazardous waste, 
and compared the data to the applicable groundwater standards. The EPA report of 1995 was the 
only study that attempted to statistically analyze leachate data. Investigators at the EPA 
determined a median value for each parameter at each landfill. These median values were then 
analyzed and compared to the applicable groundwater standard. The investigators at the EPA 
chose to use the median value of the combined data as the statistic to compare with the 
groundwater standards. The EPA did not use the non-detects in their calculations of the median 
values. They treated the non-detects as if they were never reported. If a sample was analyzed for 
a parameter, but the laboratory was not able to detect the parameter, the value given to the 
parameter is known as a non-detect. The laboratory reports the results as “<x”, where x is the 
method detection limit. 

The EPA conducted only a cursory statistical analysis on the leachate data (EPA 1995). 

The leachate data gathered for this report will be analyzed using statistical procedures described in 
“Statistical Analysis of Ground-Water Monitoring Data at RCRA Facilities" (EPA 1989, 1992). 
This publication is intended to assist in the evaluation of groundwater monitoring data. Although 
the data under study are from leachate, not groundwater wells, the statistical procedures given in 
the publication will handle all types of water samples. The advantage to using these statistical 
procedures is that they can handle non-detected data. Thus, the results of these statistical tests 
will be more appropriate because the non-detects were included in the study. 

3.2 Methodology 

The methods used to analyze the data are similar to the methods used in the other reports 
and studies reviewed in chapter two. The basic approach included several steps. The first step 
was to determine the mean of all the parameters for each landfill All of data were then combined 
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and values determined for the mean and maximum concentrations for each parameter over all of 
the landfills. Other statistics such as the number of times the parameter was detected at different 
landfills were also determined The results of these steps are included in tabular form, and for 
certain parameters, graphical form. The last step involved conducting a statistical test of the data 
to determine if parameters could pose a risk to human health and the environment. This was 
accomplished by comparing leachate data for a particular contaminant to a regulatory standard for 
groundwater. It is recognized that leachate from a landfill is more concentrated than leachate- 
contaminated groundwater, but this method provides an assessment of the level of concern which 
should be awarded a particular contaminant. The following sections will address in detail the 
methods used to analyze the data. 

The number of samples that were reported for each landfill varied from 1 to 20. The raw 
data could not be analyzed by treating all of the data as one large data set because the landfills 
with more samples would disproportionately influence the results In order to avoid this situation, 
all of the samples at a particular landfill were averaged. The averages were then used to represent 
each landfill. This procedure ensured that each landfill was equally represented. The averaged 
data at each landfill were used to conduct the statistical analysis. 

The mean was chosen instead of the median because the mean gives a larger numeric value. 
In order to determine if a parameter is statistically the same as or greater than the applicable 
regulatory standard, a value representing the parameter is compared to the standard. The larger 
the value is, the higher the probability is that the parameter will exceed the standard. This 
investigator wants to report the worst possible scenario, therefore each parameter will be 
represented by the largest possible value. For the data being analyzed, there tends to be large 
outlying values. These data points will increase the value of the mean. The median is not 
influenced by outlying values, therefore the median value would tend to be lower than the mean. 

The data are separated into five categories: 1) volatile organics, 2) semi-volatile organics, 3) 
other organics, 4) heavy metals, and 5) conventional parameters. Most landfills analyzed for 
conventional parameters and heavy metals. Less than 10 landfills analyzed their samples for 
volatiles, semi-volatiles, and other organics such as pesticides and herbicides. To compound the 
problem, few landfills actually detected these three groups of chemicals in the leachate. It is 
difficult to conduct a full statistical analysis on these three groups because of the infrequency of 
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sampling and the large percentage of non-detects. For these three categories, the data were 
analyzed using a simple statistical procedure. For each parameter, the mean was calculated from 
the average values for the landfills. Along with the mean, the maximum concentration and the 
maximum mean value for a landfill was reported for each parameter. The data in these three 
groups were not analyzed further. 

The two remaining groups of data are heavy metals and conventional parameters. There 
were sufficient data in both these groups to perform a complete statistical analysis. There are four 
methods to handle the data depending on the number of sites that sampled for a parameter, the 
number of non-detects for a parameter, and the distribution of the data. The methods include 
Cohen’s Method, Aitchinson’s Method, the standard student t-test, and a nonparametric test. All 
methods were taken from “Statistical Analysis of Ground-Water Monitoring Data at RCRA 
Facilities" (EPA 1989). The test procedures are briefly summarized in the following sections. 

For each landfill, the mean of each parameter was computed. This mean became the 
reported value of the parameter for each landfill. The non-detects were converted to one-half the 
method detection limit. If the method detection limit was not given for a sampling round, the 
method detection limit given by “Test Methods for Evaluating Solid Waste Physical/Chemical 
Methods” (EPA 1986) or “Methods for Chemical Analysis of Water and Wastes” (EPA 1979), 
was used in its place. In some cases, the actual test method was also unknown. For these 
instances, the sampling data from another landfill that analyzed for the same parameter were 
reviewed. The test method used for the parameter in the majority of the sampling data was 
substituted for the unknown test method. Appendix B contains a summary of the test methods 
and method detection limits used in the analysis. The mean values at each landfill were analyzed 
by all of the following statistical methods. 

3.3 Standard Student T-Test 

When comparing sampling data to a constant compliance limit, the appropriate statistical 
method is to determine a confidence interval, tolerance interval, or prediction interval, and 
compare the compliance limit to the interval. Intervals normally take the following form: 

ju ± z * y/ , where p = average, a - standard deviation, n = sample size, z = vanes 



20 



The variable z varies depending on the method used and the characteristics of the data set. The 
intervals will vary in width depending on the z that is used. The main difference between the three 
intervals is the z that is used to construct the intervals. Confidence intervals are used when 
comparing compliance limits that are not health based. They can be less stringent, therefore the z 
is usually around 2.0 for a 95% confidence interval Confidence intervals are widely used in 
statistical analysis (Ott 1992). The tolerance intervals and prediction intervals are specified for 
groundwater monitoring situations where the compliance officer wants to ensure that the limit is 
exceeded only a small fraction of the time. Because of this, these intervals are very stringent. The 
z’s used for the tolerance intervals are much higher than two, therefore the intervals are much 
wider than the confidence intervals. The tolerance and prediction intervals would not be 
appropriate for analyzing leachate data. As previously discussed, leachate is highly concentrated 
and is not representative of the groundwater in the area of the landfill. Applying stringent 
requirements to leachate would result in most of the parameters being identified as problems. 
Confidence intervals are less stringent than tolerance or prediction intervals, yet they will still 
identify when the mean of the leachate is approximately equal to or larger than the appropriate 
groundwater limit. 

The confidence intervals are constructed so that there is a 99% chance that the actual mean 
for the data is contained in the interval. The mean and standard deviation for each parameter are 
calculated. The confidence interval is constructed by the following equation: 

x ± t (099 „ where x = mean, S = standard deviation, and n = sample size 

The EPA publication recommends the following approach (EPA 1989, 1992). The approach is 
illustrated in Figures 3.1 and 3.2. Figure 3.1 shows a MCL of 100 units which is contained within 
the confidence interval that extends from 5 to 150 units. Figure 3.2 shows a MCL of 0.5 units 
which is below the same confidence interval. The EPA manual would say that the situation 
represented in Figure 3.1 is in compliance because not all of the data are above the MCL of 100 
units (EPA 1989, 1992). Figure 3.2 is out of compliance because all of the data are above the 
MCL of 0.5 units. In summary, 99% of the data must be above the MCL before the EPA 
approach would consider the parameter out of compliance. This investigator feels the EPA 
approach is not appropriate for this study. Since the confidence interval is constructed to contain 
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Figure 3.1: Example 1 of Confidence Intervals 




5 100 150 



Figure 3.2: Example 2 of Confidence Intervals 




0.5 5 150 
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99% of the values that could be the actual population mean, if the MCL is within the interval, 
there is a possibility that the MCL is the population mean. Using this rationale, Figure 3.1 would 
be out of compliance because there is a possibility that the mean of the data equals 100 units. 

This investigator feels that if a MCL is within the confidence interval, it should be declared a 
problem. The only way a set of data would be in compliance is if the MCL was higher than the 
entire confidence interval. Any other result will be deemed out of compliance and therefore could 
present a risk to the public health and environment. This investigator feels this combination 
approach is sufficiently conservative to identify problems, without being so conservative that 
everything is a problem. 

The student t-test can only be used when the sample contains less than 15% non-detects 
(EPA 1989). The non-detects are set at one-half of the method detection limit, and the mean and 
standard deviation are calculated including the non-detects. As stated previously, some of the 
samples did not include method detection limits. In those cases, the appropriate method detection 
level was determined based on “Test Methods for Evaluating Solid Waste Physical/Chemical 
Methods” (EPA 1986), or “Methods for Chemical Analysis of Water and Wastes” (EPA 1979). 
Appendix B contains a summary of the test methods and the method detection limits used in this 
report. If more than 15% of the sample contained not detects, one of the following methods was 
used to determine the confidence intervals. 

3.4 Cohen’s Method 

Cohen’s method provides estimates of the sample mean and standard deviation when the 
percent of not-detects is between 15% and 50% (EPA 1989, 1992). The underlying assumption 
of this method is that all of the data (detects and non-detects) come from the same normal or log- 
normal population, but that the non-detects have been censored at the detection limit. This means 
that the parameter is present in the sample, but cannot be “seen.” In order to test this assumption, 
a probability plot of the data should be constructed To construct a probability plot, all of the 
data are ranked from smallest to largest, including the non-detects. The cumulative probability 
and normal quantiles are constructed from the ranked data The cumulative probability is equal to 
the i/(n+l) where i is the rank and n is the sample size. The normal quantiles are simple the z 
statistic that corresponds to the cumulative probability. The actual concentrations are plotted 
against the normal quantiles. If the sample is normally distributed, the data should plot as a 
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straight line (approximately). The non-detects are not plotted. Some samples follow a log- 
normal distribution, or the log of the concentration plotted against the normal quantile is a line In 
order to determine whether this method was appropriate, the parameters with percentages of non- 
detects between 15% and 50% where analyzed in this manner. Probability plots of the data and 
the log of the data were constructed to determine if it was appropriate to use this method. These 
plots are included in Appendix C. 

Once it was determined that this method was appropriate for a parameter, the following 
equations were used to calculate a cohen parameter, lambda. 



h=("- m >/ n . 



r = s %- 



(* d - DL) 



, where S d = variance of detected values. 



x d = mean of detected values, n = total sample size, m = total number of detected values 
The first equation calculates the fraction of non-detects, or h. The second equation calculates a 
parameter y, which is used to determine lambda DL is the method detection limit for the 
parameter. Once is y determined, the following equation is used to determine the adjusted mean 
and sample standard deviation: 



x-Xd -X(xd - DL) andS-(S d + A(xd -DL) 2 ) 2 , where x = adjusted mean, 

A - Cohen' s parameter based on A and h, and S = adjusted standard deviation 

All other variables in the above equation have the same meaning as previously described These 
adjusted mean and standard deviations are used in the above student t-test to determine the 
confidence intervals 

3.5 Atichinson Method 

The Atichinson Method may also used when a sample contains between 1 5% and 50% of 
non-detects (EPA 1989, 1992). The difference between the two methods lies in the assumptions. 
This method assumes that the detected values come from a normal or log-normal distribution, but 
that the non-detects are equal to zero. In order to test the assumption, a probability plot is 
constructed from the data, but the non-detects are not included in the ranking. If the plot of 
concentration versus normal quantile is linear, than the assumption is valid. This method was 
used for only one parameter, and the probability plot for the parameter is included in Appendix B 



24 



The adjusted mean and standard deviation are computed based on the following equations 
d —• . - , n-(d+l) 



anc/a 1 - + d( ”~ d) 



(x f . where s' = s/d dev of detected values, 



n n-1 ' n(tt-I) 

x - mean of detected values, n - total sample size, and d - no. of non - detects. 

The adjusted mean and standard deviation are used in a standard student t-test to compute the 
confidence interval for the parameter. 

3.6 Nonparametric Method 

A nonparametric approach is necessary if there are more than 50% but less than 90% non- 
detects (EPA 1989) The nonparametric approach is used because when there are so many non- 
detected values, the data do not follow a normal distribution. This method requires a minimum of 
7 data points. The confidence interval constructed with this method gives a two-sided, 98% 
confidence interval, corresponding to a one-sided confidence coefficient of 99%. The data are 
ordered from least to greatest with the lowest rank assigned a value of 1 . The critical values of 
the ordered data are determined by the M value that is calculated as follows: 



a j=y 2 + j+ 



z 0 9g where n = sample size 



The z statistic is approximately equal to 2.33. Once M is calculated, the quantity (n+l-M) is 
calculated. The confidence interval is equal to the data points of rank (n+l-M) and M. If the 
compliance limit is within the interval or is smaller than the interval, than the parameter is a 
potential problem. 
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4.0 Analysis 



4.1 Introduction 

Each of the five groups of chemicals will be analyzed separately. A statistical test was not 
conducted on the volatile organics, semi-volatile organics and other organic compounds. The 
analysis will be limited to a direct comparison of other the minimum, maximum, and mean of the 
samples to the applicable groundwater standard. Statistical tests were conducted on the heavy 
metals and conventional parameters, therefore the results of these tests will be analyzed along 
with box plots for certain key parameters. The analysis will also attempt to identify possible 
contaminant sources for the parameters. 

In the following analysis, parameters will be deemed to be “problems” when the mean 
concentration of the parameter in the leachate exceeds the applicable groundwater standard. The 
parameter is a “problem” in leachate because it could be present in groundwater at concentrations 
that exceed the applicable standards. If the parameter was present at concentrations that exceed 
the standards, the landfill would be out of compliance. Stronger terminology cannot be used 
because there is no information on groundwater quality at these landfills. Leachate at these 
landfills will become diluted with groundwater before it reaches any groundwater monitoring 
wells. The amount of dilution will vary, therefore no inferences can be made between 
concentrations in leachate and concentrations in groundwater. The only conclusion that can be 
made is that if the concentration of a parameter in leachate does not exceed the applicable 
groundwater standards, the parameter should not be present in groundwater at levels that exceed 
the standard. Any other scenario could present a problem for the landfill. 

4.2 Volatile Organic Compounds 

Seventeen volatile organic compounds were detected in the leachate samples. Table 4. 1 on 
the following page summarizes the findings for these parameters. The following nine chemicals 
never exceeded either the primary maximum contaminant level (MCL), secondary maximum 
contaminant level (SMCL), or the guidance concentration recommended by the State of Florida 
(Florida Department of Environmental Protection 1994): 

2-Butanone Carbon Disulfide J, 1-Dichloroe thane Xylenes 

Methyl Ethyl Ketone Ethyl Benzene 1,1,1-Trichloroethane Toluene 

Trichlorofluoromethane 
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These contaminants should not pose a threat to human health or the environment because they 
never exceeded the applicable groundwater standards, therefore they will not be considered 
further. Seven contaminants exceeded the groundwater standards at least once and have means 
that also exceeded the groundwater standards: 

Acetone Benzene Chloromethane 1,2-Dichloroethane 

1,4-Dioxane Methylene Chloride Trichloroethylene 

The problem with declaring all of these contaminants a potential health problem is that some of 
these contaminants were only detected at two or three sites. Also, the mean reported in Table 4. 1 
is a conservative estimate of the actual mean because the non-detects were excluded. The data 
cannot be analyzed with any degree of confidence because the sample sizes are small and the 
number of detected values is also small. Of these compounds, only acetone was detected over 
fifty percent of the time. The mean concentration for acetone was 8 1 8 ug/1, which is only slightly 
higher than the guidance concentration of 700 ug/1. Because the mean is only slightly higher than 
the groundwater limit, and there were three non-detected values out of seven total sites, it is 
difficult to say that acetone will be a problem at C&D landfills. C&D landfills should conduct 
preliminary groundwater tests for acetone to determine if their particular site has a problem with 
this constituent. 

Although methylene chloride and 1,2-dichloroethane were only detected 33% and 44% of 
the time respectively, the mean concentrations for these contaminants greatly exceed the primary 
MCL’s. The mean concentration of methylene chloride is 26.4 ug/1, which is approximately five 
times higher than the MCL of 5 ug/1. Likewise, the mean concentration of 1,2-dichloroethane is 
18.07 ug/1, which is approximately six times higher than the MCL of 3 ug/1. These contaminants 
could be present in groundwater at levels that exceed the groundwater standards. Therefore, they 
could pose a potential risk to health and the environment simply because when they are detected, 
they are detected at levels that greatly exceed their groundwater standards. Although more 
research is needed to estimate a true mean concentration for these contaminants, they should be 
regarded as problems and should C&D landfills should test for these constituents. 

The literature indicates several sources of contamination from volatile organic compounds. 
Petroleum constituents such as benzene can leach from roofing tar and asphalt (EPA 1995). 
Containers of excess solvents and oils that include many volatile compounds such as 
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1,2-Dichloroethane are routinely disposed of at C&D landfills Acetone is a commonly used 
solvent and cleaner and is found in PVC glue. Acetone could find its way into C&D waste 
landfills in semi-empty containers. 

There are some apparent trends in the data for volatile organic. Of the ten landfills that 
sampled for these parameters, one landfill accounted for the majority of the highest 
concentrations. The Massachusetts site detected thirteen compounds and all thirteen were the 
highest concentrations for the compounds. The Michigan site detected nine compounds, but had 
none of the highest concentrations. The other landfills had a smaller number of detected 
compounds and a lower number of the highest concentrations. 

In conclusion, more data should be gathered on the presence of volatile organic compounds 
in leachate. The two contaminants that seem to pose a threat to human health and the 
environment are methylene chloride and 1,2-dichloroethane because when they are present, they 
greatly exceed the applicable groundwater standards. Acetone should be included in preliminary 
testing at C&D landfills because it is present frequently and at concentrations that are roughly 
equivalent to the groundwater standards. 

4.3 Semi-Volatile Organic Compounds 

Fourteen semi-volatile organic compounds were detected in the leachate samples. Table 4.2 
on the following page summarizes the findings for these parameters. The following eight 
chemicals never exceeded the guidance concentration recommended by the State of Florida 
(Florida Department of Environmental Protection 1994): 

Acenaphthene Acetophenone 2,4-Dimethylphenol Di-n-Butyl Phthalate 

Diethyl Phthalate Fluoranthene o-Creosol Pyrene 

Because the maximum concentrations for these chemicals do not exceed the recommended 
guidance concentrations, these chemicals should not pose a threat to health and the environment. 

The following five chemicals exceeds the recommended guidance concentration at least 

once: 

Benzoic Acid Napthaletie m&p-Creosol Phenathrene Phenol 
Of these chemicals, the mean concentration for napthalene, m&p-creosol, phenathrene, and 
phenol exceeded the recommended guidance concentrations. The mean concentrations were 
calculated without the non-detects, therefore, these means are a conservative estimate of the true 
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population means. Moreover, these chemicals were detected less than 40% of the time when they 
were sampled. Because of the conflicting data, it can not be determined whether these 
contaminants will pose a problem at all C&D landfills. However, leachate from C&D landfills 
should initially be analyzed for these constituents to ensure that these constituents are not present 
in harmful concentrations. If a leachate collection system is not installed, leachate wells should be 
installed so the leachate can be tested. If preliminary testing indicates that the leachate is free of 
these constituents, than the testing could be discontinued as long as the composition of the waste 
stream remains the same. 

Some possible sources of the contamination include wood products, adhesives, and resins 
(EPA 1995) Napthalene and m&p-Cresol are used to preserve wood products, particularly wood 
products that will be exposed to the weather like railroad ties, utility poles, and pilings. Phenol- 
formaldehyde resins are used as either adhesives or resins on wood products. Phenol is also used 
as a laminate. Phenols, xylene, napthalene, fluorene, phenanthrene, anthracene, and pyrene have 
been shown to leach from roofing felt and building insulation (Goumans 1991). Most of these 
products are applied to wood products. It would be impractical to ban wood products from C&D 
landfills. However, if a landfill is having a problem with constituents that are leaching from 
preserved wood, banning preserved wood should help to alleviate the problem. 

There are some apparent trends in the data for semi-volatile organic. Of the nine landfills 
that sampled for these parameters, two landfills account for the majority of the highest 
concentrations The Massachusetts site detected seven compounds and had four of the highest 
concentrations. The Kentucky Site detected four compounds and all four of these were the 
highest concentrations for the compounds. The Michigan site detected seven compounds also, 
but had none of the highest concentrations. The other landfills had a smaller number of detected 
compounds and a lower number of the highest concentrations. 

In conclusion, more study is needed to determine if semi-volatile organic compounds 
contained in C&D leachate will pose a threat to human health and the environment. 

4.4 Other Organic Compounds 

This group includes herbicides, pesticides and dioxans/fiirans. There were nine organic 
compounds that fall in this group that were detected at least once. . Table 4.3 summarizes the 
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Table 4.3: Summary of Statistics for Other Organics. 
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findings for these parameters. Of these seven compounds, the following three had means that 
exceeded the applicable groundwater standards: 

AIpha-BHC Dieldrin Disulfoton 

However, no conclusions can be reached regarding these compounds. Alpha-BHC had a mean 
concentration of . 12 ug/1, which is approximately twice the guidance concentration of 0.05 ug/1. 
However, alpha-BHC was only detected once out of seven landfills. This low percentage of 
detection greatly reduces the significance of the mean concentration. Dieldrin had a mean of 0. 13 
ug/1, which is approximately equal to the guidance concentration of 0. 10 ug/1. Dieldrin was 
detected at two of seven sites. Again, the low percentage of detected values greatly reduces the 
significance of the mean concentration. Finally, disulfoton had a mean of 3.28 ug/1, which is 
roughly six times the guidance concentration of 0.5 ug/1. Disulfoton also was detected at fifty 
percent of the sites that sampled for it. However, only four sites sampled for disulfoton. There is 
simply not enough data to conclude anything about disulfoton. Because of the low number of 
samples and the low number of detected values, no conclusions can be reached concerning this 
group of chemicals. 

Although the literature does not identify potential sources for herbicides and pesticides, the 
source of these chemicals could be vegetation that is accepted at C&D landfills. 

There are some trends in the data. Of the seven landfills that tested for these compounds, 
two landfills account for seven of the nine highest concentrations. The Massachusetts site 
detected five compounds and had four of the highest concentrations. The Michigan site detected 
four compounds and had three of the highest concentrations. The other landfills had smaller 
numbers of detected compounds and the highest concentrations. 

In conclusion, more study is needed to determine if herbicides, pesticides and dioxans/furans 
contained in C&D leachate will pose a threat to human health and the environment. 

4.5 Heavy Metals 

With a few exceptions, heavy metals were sampled frequently, therefore, a statistical 
analysis was conducted on this group of parameters. The leachate samples were analyzed for 
fourteen heavy metals. Only thallium was never detected in any sample. Table 4.4 on the 
following page summarizes the findings for these parameters, including the results of the statistical 
analysis. 
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Table 4.4: Summary of St: 
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A statistical analysis could not be conducted on the data for antimony, selenium, and 
vanadium. There was not enough data gathered on antimony and vanadium to conduct a 
statistical test. Although selenium was analyzed frequently, 93% percent of the data was non- 
detects. Statistical tests fail when a data set has more than 90% non-detects. Vanadium and 
selenium should not pose a problem because the mean of the data, including non-detects, fall 
below the applicable groundwater. The mean for each landfill was calculated as the mean of all 
data with the non-detects assuming one-half the value of the method detection limit. If the 
method detection limit for a sample was not known, the method detection limit was provided by 
either EPA publication SW-846, “Test Methods for Evaluating Solid Waste Physical/Chemical 
Methods," or EPA publication EPA-600, “Methods for Chemical Analysis of Water and Wastes." 
The overall mean was determined in the same manner with non-detects assuming one-half the 
value of the method detection limit. 

For antimony, the overall mean calculated in this manner was higher than the maximum 
concentration every detected. This happened because the method detection limits for some 
landfills were much higher than the maximum concentration every detected. For antimony, only 
one site out of seven ever detected the metal and the detected value was less than the 
groundwater standard The mean of 36.23 ug/1 is very suspect because the non-detects actually 
increased the mean, instead of decreasing the mean as would normally happen. No conclusions 
can be drawn from the data that was reported. Further study is needed to conclusively determine 
if antimony poses a threat to human health and the environment. The only conclusion that can be 
drawn is that the method used to test for antimony should have a method detection limit less than 
the groundwater standard of 6 ug/1. From EPA publication SW-846, Method 7041, antimony has 
a method detection limit of 3 ug/1. 

The results of the statistical tests indicate that the following heavy metals could endanger 
human health and the environment: 

Cadmium Lead 

The statistical tests are included in Appendix D For copper, lead, and nickel, the data had to be 
transformed into the log of the concentration The statistical analysis was performed on the 
transformed data, then the results were converted back to the original scale. The confidence 
intervals were constructed after the data was converted back the original scale The adjusted 



35 



mean calculated by Aitchinson’s Method for cadmium is 3 1 .94 ug/1. The confidence interval is (0, 
100.3) ug/1. The groundwater standard for cadmium is 5 ug/1. The confidence interval 
encompasses the mean, therefore it is statistical possible that actual mean for cadmium at C&D 
landfills is at least 5 ug/1. The mean is six times higher than the groundwater standard. The 
adjusted mean calculated by Cohen’s Method for lead is 8.82 ug/1. The confidence interval is 
(1.2, 66.2) ug/1. The confidence interval encompasses the mean, therefore it is statistical possible 
that actual mean for lead at C&D landfills is at least 15 ug/1. In this case the actual adjusted mean 
is less than the groundwater standard. However, the confidence interval indicates that the actual 
mean could be as high as 66.2, therefore lead does pose a risk to human health and the 
environment. 

The statistical tests for the remaining nine heavy metals indicate that there is less than a 2% 
chance that the actual mean is equal to or higher than the applicable groundwater standard. 
Therefore, these metals will be classified as not problematic and no further analysis is needed. 

4.5.1 Box Plots for Heavy Metals 

Box plots for several common heavy metals have been developed to show the distribution of 
the data. Figure 4. 1 shows a typical box plot. The box shows the various percentiles for the data. 
A percentile is a measure of variability. The xth percentile of a set of measurements arranged in 
order of magnitude is that value that has x% of the measurements below it (Ott 1993). Therefore 
the 25th percentile is the value that has 25% of the data below it. The ends of the box indicate the 
25th and 75th percentile. The hash marks that extend on a line from the boxes indicate the 10th 
and 90th percentiles. Any circles indicate values beyond the 10th and 90th percentiles. The solid 
line inside the box shows the median for the data, or the 50th percentile. The dashed line either 
inside or outside the box shows the mean of the data, or the average. The solid line that extends 
from the top of the figure to the x-axis shows the applicable groundwater standard for the 
parameter. Not all box plots will include this line. 

Figures 4.2 through 4.7 show the distribution of data for arsenic, barium, cadmium, copper, 
lead and zinc respectively. The box plots are based on the means values for each parameter from 
each landfill As can be seen, there are no data beyond the applicable groundwater standards for 
arsenic and copper. These figures agree with the statistical analysis, and these parameters do not 
appear to pose any problems. The 90th percentiles are below the groundwater standards for 
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Figure 4.1: Box Plot Example 
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Figure 4.2: Box Plot for Arsenic 




Figure 4.3: Box Plot for Barium 
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Figure 4.4: Box Plot for Cadmium 




Figure 4.5: Box Plot for Copper 
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Figure 4.6: Box Plot for Lead 




0 200 400 600 800 

Concentration (ug/1) 



1000 1200 1400 



Figure 4.7: Box Plot for Zinc 
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barium and zinc. Both of these metals have a data point beyond the MCL, but all of the rest of 
the data are within compliance. The statistical tests for barium and zinc show that the means are 
below the MCL’s with a confidence of 98%. Thus, these metals are also not problems. The box 
plots for lead and cadmium show that the MCL is exceeded by 50% or more of the data. The 
median for cadmium is approximately equal to the MCL, therefore, a separate line for the median 
is not shown on the box plot. The box plots for lead and cadmium support the conclusions of the 
statistical tests. These metals do pose a risk to human health and the environment. 

4.5.2 Other Conclusions 

There are some discernible trends in the data for the heavy metals. The Sanifill Landfills 
(three) of Houston, Texas tested for 10 of the heavy metals. Eight of the highest means came 
from these landfills. Furthermore, nine of the means were in the top one or two values for the 
particular metals. The 100 Sand Co. Landfill of New York tested for fourteen of the heavy 
metals. Only two of the means for this landfill were the highest reported among all of the landfills. 
Five of the means were in the top one or two values for the particular metals. The remaining 
landfills either did not have any of the high mean values or had only one of the highest or second 
highest values. It appears that the Sanifill Landfills of Houston were very contaminated in 
comparison to the remaining landfills. However, removing the Sanifill Landfills from this study 
would not have significantly changed the results of the statistical tests. Lead and cadmium were 
sufficiently high at the other landfills to pose a problem, regardless of the contributions from the 
Sanifill Landfills 

The source of heavy metal contamination is fairly well documented. Many paints and 
coating contain lead, mercury, arsenic, and cadmium, chromium, barium, and zinc (EPA 1994). 
Lead is an additive in caulking and is used in flashing. Cadmium, chromium and arsenic are used 
to preserve would in various chemical forms. Trace amounts of these metals are also included in 
common metals used for structural members, flashing, electrical wiring and many other forms of 
metals commonly used in construction. It is hardly surprising that construction and demolition 
leachate contains elevated levels of heavy metals, knowing all of the potential sources of heavy 
metals. 
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4.6 Conventional Parameters 

With a few exceptions, the conventional parameters were sampled frequently. However, not 
all conventional parameters have established groundwater standards, therefore, a statistical 
analysis was conducted only on the conventional parameters that have groundwater standards. 

The maximum and mean concentrations were reported for all parameters that did not have 
groundwater standards. 

Twenty-seven conventional parameters were tested for at least once. A statistical test was 
not conducted on the following seventeen parameters because they do not have established 
groundwater standards: 

Ammonia-N 

Chemical Oxygen Demand 
Oil & Grease 

Phosphorus 

Total Organic Carbon 



Biological Oxygen Demand 
Hardness 
Organic Nitrogen 
Potassium 

Total Organic Halogens 



Alkalinity 

Calcium 

Magnesium 

Phenols 

Specific Conductance 

Total Suspended Solids 

Table 4.5 on the following page summarizes the findings for these parameters, including the 
results of the statistical analysis. The statistical tests are included in Appendix D. For nitrate and 
nitrite, the data had to be transformed into the log of the concentration. The statistical analysis 
was performed on the transformed data, then the results were converted back to the original scale 
The confidence intervals were constructed after the data was converted back the original scale. 

Ten conventional parameters have established groundwater standards. With one exception, 
a statistical test was conducted on these parameters. The exception is boron. Only one site, the 
Sanifill Landfills of Houston, tested for boron. The highest value of boron at these landfills 
exceeded the groundwater standards. However, because of the lack of supporting data, no 
conclusions can be drawn about boron. Six of the ten conventional parameters with groundwater 
standards could pose a risk to human health and the environment. The results of the statistical 
tests indicate that the means for the following parameters exceed the appropriate groundwater 
standard: 

Chlorides Iron Manganese 

Sodium Sulfate Total Dissolved Solids 
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Table 4.5: Summary of Statistics for Conventional Parameters. 
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Notes: 

See Notes from Table 4.4. 



Iron, manganese and total dissolved solids had means that were dramatically higher than their 
groundwater standards There is little doubt that these three parameters will pose a problem. The 
means for chloride, sodium, and sulfate were only slightly higher than their groundwater 
standards. Although the statistical test indicates that they could pose a problem, they will pose 
less of a problem than iron, manganese, and total dissolved solids. Concentrations for chloride, 
sodium, and sulfate could be less than the applicable standards at groundwater monitoring wells 
surrounding the C&D landfills. In all cases, the applicable groundwater standard is a secondary 
standard. Secondary standards are intended to protect water supplies for aesthetic reasons (taste, 
color) rather than health-based reasons (EPA 1995). This means that although the groundwater 
could be degraded, there is no increased risk to human health. 

4.6. 1 Box Plots for Conventional Parameters 

Box plots for several conventional parameters of interest have been developed to show the 
distribution of the data. Figure 4. 1 shows a typical box plot. Refer to section 4.5. 1 for an 
explanation of the typical box plot. Figures 4.8 through 4. 17 show the distribution of data for 
ammonia, COD, chlorides, hardness, iron, manganese, sodium, specific conductance, sulfate, and 
total dissolved solids respectively. 

Ammonia, COD, Hardness, and specific conductance do not have established groundwater 
standards, therefore, the box plots simply show the distribution of the data. Figure 4.8 shows the 
data for ammonia. The median is less than 5 mg/1 and the average is approximately 20 mg/1. The 
data are grouped into low concentrations and high concentrations as is evident by the box plot. 
The median and 10th percentile are very close to each other, but the 75th and 90th percentile and 
spread out and much higher than the median. The average concentration is 20.42 mg/1, which is 
approximately equal to the 75th percentile. Figure 4.9 shows the data for COD. Again, the data 
seem to be distributed between high and low values, but the data are not as spread out as 
ammonia. The median is located around 250 mg/1, with the mean concentration equal to 754.5 
mg/1. There are several data points beyond the 90th percentile, with the highest concentration at 
over 7000 mg/1. Figure 4. 1 1 shows the data for hardness. The data are distributed more evenly, 
although the median is still toward the lower end of the data. The mean is located at 771 .80 mg/1 
and the median is at approximately 500 mg/1. There are several data points beyond the 90th 
percentile with the highest concentration being 21 14 mg/1. Figure 4.15 shows the data for specific 
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Figure 4.8: Box Plot for Ammonia-N 
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Figure 4.9: Box Plot for Chemical Oxygen Demand 
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Figure 4.10: Box Plot for Chlorides 




Figure 4.11: Box Plot for Hardness 
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Figure 4.12: Box Plot for Iron 
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Figure 4.13: Box Plot for Manganese 
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Figure 4.14: Box Plot for Sodium 
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Figure 4.15: Box Plot for Specific Conductance 
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Figure 4.16: Box Plot for Sulfate 





















P — ' 






Mean is approx, equal to the MCL 



0 200 400 600 800 1000 1200 

Concentration (mg/1) 



Figure 4.17: Box Plot for Total Dissolved Solids 




49 



conductance. Again, the data are distributed between high and low values. The median is located 
very close to the 10th percentile, and the mean is higher and located closer to the 75th percentile. 
There are some data points beyond the 90th percentile with the highest concentration being 4885 
umho/cm. The mean is equal to 1666.2 umho/cm with the median at approximately 750 
umho/cm. 

Chloride, iron, manganese, sodium, sulfate, and total dissolved solids have groundwater 
standards. The standards are shown as the solid line from axis to axis on the box plots. Figure 
4. 10 shows the data for chlorides. The statistical test for chloride indicates that it is a potential 
problem. The box plot does not strongly support this conclusion. Over 75% of the data are less 
than the groundwater standard. The 90th percentile and two other data points are above the 
standard. Since the statistical test is based on a 98% probability, the statistical test shows that the 
mean could be equal to or higher than the standard. A review of the box plot would indicate that 
chloride is mostly within standards. Since the leachate will be diluted by groundwater, it is 
doubtful whether the groundwater monitoring wells would show that chlorides exceed the 
standards. Although the statistical test indicates that chloride is a problem, the box plot shows 
that chloride is more likely to be within standards. More research on chlorides in leachate would 
clear up this confusion 

Figures 4.12, 4.13 and 4. 1 7 show the data for iron, manganese, and total dissolved solids 
respectively. There is no doubt that these parameters are problems in C&D leachate. The 
groundwater standards for all three parameters are at or below the 10th percentile, therefore the 
vast majority of the data are higher than the standards. The box plots strongly support the 
conclusions of the statistical tests for these parameters, therefore, iron manganese, and total 
dissolved solids are present in C&D leachate at levels exceeding the groundwater standards. 

Figure 4. 14 shows the data for sodium. Like chloride, over 75 percent of the data are less 
than the applicable standard. The 90th percentile and a data point are above the standard. The 
statistical test indicates that sodium is a problem, but the box plot does not strongly support this 
conclusion There are only three mean values that are over the standard with the highest of 773 
mg/1 far exceeding the 90th percentile. Although the statistical test indicates that sodium is a 
problem, the box plot shows that sodium is more likely to be within standards. Further research is 
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needed to determine whether this highest value is an anomaly or if there is just not enough data in 
this study to adequately represent the population. 

Figure 4 .15 shows the data for sulfate. A significant percentage of the data for sulfate 
exceeds the groundwater standard. The mean of 253.72 mg/1 is slightly higher than the standard 
of 250 mg/1. The 75th and 90th percentiles exceed the standard. The box plot clearly supports 
the conclusion of the statistical test. Sulfate does pose a problem in C&D leachate. 

In conclusion, the box plots show that iron, manganese, total dissolved solids, and sulfate 
pose problems in C&D leachate. Further research is necessary to determine whether sodium and 
chloride are actually problems in C&D leachate. 

4.6.2 Other Conclusions 

There are trends apparent in the data for conventional parameters. Three landfills account 
for the majority of the highest and second highest mean values seen in the data. The Sanifill 
Landfills of Houston, Texas, account for 9 of the highest and 6 of the second highest mean values 
of the conventional parameters. A similar trend was seen in the data for the heavy metals. The 
Sand Co. Landfill of New York accounts for 4 of the highest and 5 of the second highest mean 
values. Again, a similar trend was seen in the data for heavy metals. The Massachusetts site 
accounts for 3 of the highest and 3 of the second highest mean values. A similar trend was seen in 
the data for volatiles, semi-volatiles and other organic parameters. The remaining landfills either 
did not have any of the high mean values or had only one of the highest or second highest values. 
It appears that the Sanifill Landfills of Houston and the Sand Company Landfill were very 
contaminated in comparison to the remaining landfills. 

Removing these landfills from this study would have deleted the data beyond the 90th 
percentile for both chloride and sodium. This change would have changed the results of the 
statistical tests. The confidence interval for chloride would be (59.58, 188.58), which does not 
contain the groundwater standard of 250 mg/1. The confidence interval for sodium would be (0, 
111.11), which does not contain the groundwater standard of 160 mg/1 The statistical tests 
would indicate that chloride and sodium are not problems. This conclusion is more in line with 
the data shown in the box plots for these parameters. It gives more evidence that the statistical 
test is too conservative and sodium and chloride are probably not problems in C&D leachate. 



51 



Removing these landfills from the study would not have changed the conclusions reached 
concerning iron, manganese, total dissolved solids, and sulfate. Iron, manganese, and sulfate were 
sufficiently high at the other landfills to pose a problem, regardless of the contributions from the 
Sanifill Landfills and Sand Co. Landfill. The highest concentrations for sulfate were seen at other 
landfills, therefore, removing these landfills from the study would not have changed the results of 
the statistical test. 

The conventional parameters are normally seen in municipal landfills, therefore, it is not 
surprising that the conventional parameters are seen in C&D leachate. Iron and manganese are 
present in a large percentage of the metals disposed of at C&D waste landfills. Sulfate is a 
constituent of the gypsum drywall that makes up a significant portion of C&D waste (EPA 1994). 
Sodium, potassium, calcium, and chloride can leach from concrete and cement compounds 
(Goumans 1991) Decaying organic matter such as cardboard, paper, and vegetation will produce 
elevated levels of COD and ammonia. The literature sources have not attempted to explain the 
high level of total dissolved solids explicitly. However, C&D waste often includes a large portion 
of fines. Fines may include dirt, crushed drywall, wood, paint products, and concrete. As particle 
size decreases, chemicals such as sodium, calcium, potassium, and chromium will leach into 
liquids more readily (Goetz and Glaseker 1991). The smaller particle size of the fines could 
contribute to the higher content of dissolved solids. 
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5.0 CONCLUSIONS AND RECOMMENDATIONS 



5.1 Conclusions 

Based on the results of the statistical analysis, and box plots for selected parameters, the 
following parameters in C&D leachate could present a risk to human health and the environment 
because they exceed either primary groundwater standards or guidance concentrations that are 
based on health risks: 

Methylene Chloride 1,2-Dichloroethane Cadmium Lead 

The data indicate that some degradation of groundwater could occur because of the presence of 
these contaminants. It cannot be determined from this study how far the contaminants will spread 
from a disposal site or if the levels of these contaminants are high enough to contaminant 
groundwater monitoring wells. 

The data show that the following parameters should exceed secondary groundwater 
standards: 

iron manganese total dissolved solids sidfate 

Groundwater in the vicinity of C&D landfills will be degraded. There is a high probability that 
groundwater monitoring wells will contain iron, manganese, and total dissolved solids in excess of 
the groundwater standards because of the extremely high levels of these contaminants in C&D 
leachate. It cannot be determined if the levels of sulfate present in C&D leachate are high enough 
to contaminant groundwater monitoring wells. It should be noted that while the concerns 
regarding leachate generated from C&D waste landfills has resulted from contaminants resulting 
from hazardous waste, contamination may also result from the “clean” fraction of the C&D waste 
stream. 

5.2 Recommendations 

Regulators at the EPA proposed standards for non-municipal solid waste facilities in May 
1995. The standards include the minimum criteria of location restrictions, groundwater 
monitoring as necessary to detect contamination, and corrective action (Federal Register 1 995). 
Regulators believe that C&D facilities, in general, do not pose significant risks to the 
environment The proposed standards are sufficient to minimize risk to the environment with one 
exception. This investigator feels there is sufficient evidence that leachate produced from C&D 
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landfills could degrade groundwater in the immediate vicinity of the site and that several 
contaminants could pose a risk to human health and the environment. Because of the risk for 
damage to human health and the environment, C&D waste landfills should be required to prove 
that they have the financial resources to mitigate any damage caused by the C&D waste landfill. 
Requiring financial assurance would eliminate operators that do not have the financial resources 
to correct damage caused by the landfill. The final standards for non-municipal solid waste 
facilities should require financial assurance. 

Because there are insufficient data concerning volatile organics, semi-volatile organics, and 
other organics such as pesticides and herbicides, further research is required to determine if these 
classes of contaminants are present in sufficient amounts to endanger human health and the 
environment. Further research is also required to determine whether sodium and chlorides are 
actually present in C&D leachate in quantities exceeding the applicable secondary groundwater 
standards. Until more research is conducted, operators of C&D waste landfills should conduct, at 
a minimum, annual testing for volatiles, semi-volatiles and other organics to ensure that these 
contaminants are not entering the groundwater. 
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Table A.l. Characteristics of the Armetta Landfill of Connecticut. 



LANDFILL: 


Armetta Landfill. 


OWNER/OPERATOR: 


Unknown 


LITERATURE SOURCE: 


Construction and Demolition Waste Landfills. 

Prepared by ICF Incorporated for 

the U.S. Environmental Protection Agency, Office of Solid Waste. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


Unknown. 


YEARS IN SERVICE: 


Unknown. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Unknown. 


MISCELLANEOUS: 


None. 
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Tabic A. 2: Sampling for the Aimetta Landfill of Connecticut 
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70 00 






HxCDD 




NS 






NS 






NS 










HxCDF 




NS 






NS 






NS 




































Heavy Metals 


UR/1 


ND/NS 




ug/1 


ND/NS 




UR/I 


ND/NS 




ur/1 


UR/1 


u&fl 


Antimony 




NS 






NS 






NS 




6 00 






Arsenic 




NS 






NS 






NS 




50 00 










NS 






NS 






NS 




2000 00 






Cadmimn ! 


1000 






30.00 






20 00 






5 00 






Cl uranium 




ND 




120 00 






60 00 






100 00 






Copper 


50 00 






440 00 






200 00 






1000.00 






Lead 


40 00 






360 00 






J10 00 






15 00 






Mercury 




NS 






NS 






NS 




2 00 






Nickel 


90 00 






170 00 






100 00 






100 00 






Selenium 




NS 






NS 






NS 




5000 






Silver 




NS 






NS 






NS 






100 00 




TluiUimn 




NS 






NS 






NS 




2 00 






Viuiadiiun 




NS 






NS 






NS 








49.00 


Zinc 


240 00 






2600 00 






610 00 








500000 






























Conventional Parameters 


IUR/1 


ND/NS 




niR/1 


ND/NS 




ntR/l 


ND/NS 




niR/l 


mg/1 


mR/l 


Biological Oxygen Demand 




NS 






NS 






NS 










Chemical Oxygen Demand 


330 00 






880 00 






605 00 


NS 










Clilondes 


SO 00 






140 00 






11000 








25000 




Cyanide 




NS 






NS 






NS 




0 20 






Ammonia, Nitrogen 


2 00 






11 00 






2 00 












Organic Nitrogen 


5 00 






11.00 






5 00 












Nitmle 


0 04 






044 






0 24 






10 00 






Nitnte 


001 






001 






o.oi 






1 00 






[roil 


1 10 






10 00 






5 50 








030 




Od and Grease 




NS 






NS 






NS 










pH 




NS 






NS 






NS 






65-8 5 




Phenols (Total) 




NS 






NS 






NS 










Phosphorus 




NS 






NS 






NS 










Total Suspended Solids 


15 00 






490 00 






245 00 












Total Dissolved Solids 


2700 00 






4200 00 






3450 00 








500 00 




Sulfate 




NS 






NS 






NS 






25000 




Total Organic Carbon 




NS 






NS 






NS 










TOC (Duplicate) 




NS 






NS 






NS 










Total Organic Halopens 




NS 






NS 






NS 










Magnesium 




NS 






NS 






NS 










M angelica e 


1.20 






1 50 






1.80 








0 05 




Polassium 




NS 






NS 






NS 










Sodium 




NS 






NS 






NS 




160.00 






Alkalinity 


750.00 






1200.00 






105000 












Calcium 




NS 






NS 






NS 










Hardness 




NS 






NS 






NS 










Boron 




NS 






NS 






NS 








063 


Specific Conductance (nmh<\/cin) 


24000 00 | 




25000 00 






24500 00 













NS* Nr* Sampled 
ND-Nc* Dtferted 
Da Lvmt - Salting Deieclion LutuI 

MCL - Maximum Cortjtninvil Level, Enforceable Ground*'* cr Standard* 

SMCL- ScaxKlay Miximiun Cortamiiiint Let el; Enforceable Groundwaler SLvtdvdt 
Gui<t»:ec r , rnf«*r*i'w. N T oi P.iifWrrcable'K'ifvfard# 



Table A.3: Characteristics of the Blydenburg Cleanfill Landfill of New York. 



LANDFILL: 


Blydenburg Cleanfill Landfill, New York. 


OWNER/OPERATOR: 


Town of Islip 

Resource Recovery Agency 
40 Nassau Avenue 
Islip, New York 11751 


LITERATURE SOURCE: 


New York State Department of Environmental Conservation 
Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 1. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. Known as “Clean Fill”. 


ACREAGE: 


12 acres. 


YEARS IN SERVICE: 


Unknown. 


LINER SYSTEM: 


Yes. 


LEACHATE SYSTEM: 


Yes. 


LEACHATE SAMPLE: 


Leachate sample taken from leachate collection system. 


MISCELLANEOUS: 


None. 
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Table A,4: Sampling for the Blydenburg Cleanfill of New York. 





Aug-92 i 

Result Det Limit 


Rm 


Nov-92 

utl net Limit 


Feb- 93 

Rerult net Limit 


R^l 


Aug-93 

mlt 


Det Limit 


Primary 

MCL 


Secondary 

MCL 


Guidance 

Cone 


Volatile* 


UR/1 


ND/NS 




ug/1 


ND/NS 




ug/l 


ND/NS 




ug/l 


ND/NS 




UR/1 


ug/l 


ug/l 


Acetone 




NS 






NS 






NS 






NS 








700.00 


2-Bntanonc 




NS 






NS 






NS 






NS 








4200 00 


Carbon Disulfide 




NS 






NS 






NS 






NS 








700 00 






NS 






NS 






NS 






NS 








2.70 


1,1-Dichlnro ethane 




NS 






NS 






NS 






NS 








700.00 


\ 2-DiclJoroclhane 




NS 






NS ! 






NS 






NS 




3 00 






1,4-Dmxanc 




NS 






NS 






NS 






NS 








5 00 


Ethylbenzene 




NS 






NS 






NS 






NS 






700 00 




Mctliyl Etliyl Ketone (MEK) 




NS 






NS 






NS 






NS 








4200 00 


4-Mc0iyl-2-Pentaiionc j 




NS 






NS 






NS 






NS 










Melliylene Chloride ! 




NS 






NS 






NS 






NS 




500 






Toluene 




NS 






NS 






NS 






NS 




1000 00 






1,1,1-TrichJaroclhane 




NS 






NS 






NS 






NS 




200.00 






Tricliloroetliylenc 




NS 






NS 






NS 






NS 




3 00 






Tricl d oro fl i lor cm ethane 




NS 






NS 






NS 






NS 








2100,00 


Xylenes (Total) 




NS 






NS 






NS 






NS 




10000 00 






































Send- Potatiies 


ug/1 


ND/NS 




ug/1 


ND/NS 




ug/l 


ND/NS 




Ug/l 


ND/NS 




ug/l 


ug/l 


ug/l 


Acenaplitliene 1 




NS 






NS 






NS 






NS 








20 00 


Acetophenone 




NS 






NS 






NS 






NS 








700 00 


Benzene 




NS 






NS 






NS 






NS 




1 00 






Benzoic Acid 




NS 






NS 






NS 






NS 








28000 00 


Bis(2-ElhyUiexyl)phlhaIate 




NS 






NS 






NS 






NS 










2,4-Diinethylphenol 




NS 






NS 






NS 






NS 








400 00 


Di-n-Bntyl plillialate 




NS 






NS 






NS 






NS 








700.00 


Diethyl Phllialatc 




NS 






NS 






NS 






NS 








5600.00 


Fluoranthene 




NS 






NS 






NS 






NS 








280 00 


Niiptlialcnc 




NS 






NS 






NS 






NS 








6 80 ! 


m&p Crcosol 




NS 






NS 






NS 






NS 








35 00 


o-CYeosol 




NS 






NS 






NS 






NS 








350.00 


PlienaUnenc 




NS 






NS 






NS 






NS 








1000 


Phenol 




NS 






NS 






NS 






NS 








10 00 


Pyrene 




NS 






NS 






NS 






NS 








210.00 


































flerbicIdcs'Pesticidcs 


ug/1 


ND/NS 




Ug/1 


ND/NS 




ug/1 


ND/NS 




uftd 


ND/NS 




ug/l 


ug/l 


ug/l 


Alpha-BHC 




NS 






NS 






NS 






NS 








0 05 


Endnn 




NS 






NS 






NS 






NS 




200 






Dieldnn 




NS 






NS 






NS 






NS 








0 10 


Duuethoale 




NS 






NS 






NS 






NS 








5 00 


Disnlfolon 




NS 






NS 






NS 






NS 








0 50 


2,4,5-T 




NS 






NS 






NS 






NS 








70.00 


2,4-D 




NS 






NS 






NS 






NS 




70.00 






HxCDD 




NS 






NS 






NS 






NS 










HxCDF 




NS 






NS 






NS 






NS 










































flea\y Metals 


ug/l 


ND/NS 




Ug/1 


ND/NS 




Ug/1 


ND/NS 




ug/l 


ND/NS 




ug/l 


ug/l 


ug/l 


Antimony 




NS 






NS 






NS 






NS 




6 00 






Arseiuc 




NS 






NS 






NS 






NS 




50 00 






Barimn 




NS 






NS 






NS 






NS 




2000 00 






Cadmium 




ND 


100 1 


2050 00 








ND 


1 00 




ND 


100 


5 00 






Girommm 




NS 






NS 






NS 






NS 




100 00 






Copper 




NS 






NS 






NS 






NS 




1000.00 






Lead 


2 00 






669 00 






25 00 






11 00 






15 00 






Mercury 




NS 






NS 






NS 






NS 




2 00 






Nickel 




NS 






NS 






NS 






NS 




100 00 






Selenium 




NS 






NS 






NS 






NS 




50 00 






Silver 




NS 






NS 






NS 






NS 






100 00 




Thallium 




NS 






NS 






NS 






NS 




2 00 






Vanadnnn 




NS 






NS 






NS 






NS 








49 00 


Zinc 




NS 






NS 


10 00 




NS 


1000 


1000 


NS 






5000 00 




































Conventional Parameters \ 


mg/l 


ND/NS 




mg/1 


ND/NS 




mg/1 


ND/NS 




mg/I 


ND/NS 




mg/1 


mg/1 


mg/I 


Biological Oxygen Demand 




NS 






NS 






NS 






NS 










Clienucal Oxygen Demand 


78 50 






202 40 






200 00 






508 00 












Chlorides 


100 00 






14300 






77 50 






1150 00 








250 00 




Cyanide 




NS 






NS 






NS 






NS 




0 20 






Ammonia, Nitrogen 


0 12 






1.17 






1 17 






1060 












Organic Nitrogen 




NS 






NS 






NS 






NS 










Nitrate 


0 13 








ND 


001 




ND 


001 


0 50 






10 00 






Nitrite 




NS 






NS 






NS 






NS 




1 00 






Iron 


0 12 






93.40 






17 52 






1 49 








0.30 




Oil and Crease 




NS 






NS 






NS 






NS 










PH 


6 90 






6 50 






6 20 






6 80 








6 5-8 5 




Phenols (Total) 


0 01 






001 






0 03 








ND 


001 








Phosphorus 




NS 






NS 






NS 






NS 










Total Suspended Solids 




NS 






NS 






NS 






NS 










Total Dissolved Solids 


702 00 






1428 00 






1110 00 






2040.00 








500.00 




Sill fate 


211 00 






225 00 






31000 






11 70 








250 00 




Total Organic Carbon 




ND 


1.00 


82 00 






105.00 






1900 












TOC (Duplicate) 




NS 






NS 






NS 






NS 










Total Organic Halogens 




NS 






NS 






NS 






NS 










Magnesium 


1 92 






529 






40 23 






122 00 












Mange ncse 


761 






258 00 






21.99 






17 90 








0 05 




Potassium 


0 24 






17 60 






77 93 






112 00 












Sodium 


25 70 






100 00 






49 20 






233 00 






160 00 






Alkalinity 


300.00 






66300 






548 00 






1480 00 












Calcium 




ND 


0 03 


136 00 






124 00 






9640 












Hardness 


340 00 






840 00 








NS 




2420 00 












Boron 




NS 






NS 






NS 






NS 








0 63 


Specific Conductance (unihn/cm) 


1060 00 | 




2010.00 






1000 00 






1600 00 













NS -NolSarnpfoJ 
ND - N<H Delected 
Del Umil ■ S*j*>lm£ Detection Lunil 

MCL - Maximum Lcvd, Enforceable OrcwrxJwiter SUndwd* 

SMCL- Sccoodiry Maximum Conturujiaui Level, Enforceable Groundwater Standard* 
auiXvtce Coucaerallooi- Not EikTortoblc 



Table A. 5: Characteristics of the Construction Disposal Inc. Landfill of Colorado. 



LANDFILL: 

OWNER/OPERATOR: 

LITERATURE SOURCE: 


Construction Disposal, Inc. (CDI) landfill, Adams County, 
Colorado. 

Construction Disposal Incorporated 
9450 Monaco Street 
Henderson, Colorado 80640 

Hazardous Materials and Waste Management Division 
Colorado Department of Health 

Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 1. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


Unknown. 


YEARS IN SERVICE: 


Unknown. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Leachate sample taken from spring water discharge culvert. 


MISCELLANEOUS: 


None. 
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Table A.6: Sampling for the Construction Disposal Inc. Landfill of Colorado. 





9/30/92 

Result Det Limit 


Primary 

MCL 


Secondary 

MCL 


Guidance 

Cone 


Volatiles 


ug/1 


ND/NS 




ug/1 


ug/1 


ug/i ; 


Acetone 




NS 








700 00 


2-Bulanone 




NS 








4200 00 


Carbon Disulfide 




NS 








700.00 


Chloromethane 




NS 








2 70 


1,1-Dichloroethane 




NS 








700 00 


1,2-Dichloro ethane 




NS 




300 






1,4-Dioxane 




NS 








500 i 


Ethylbenzene 




NS 






700.00 




Methyl Ethyl Ketone (MEK) 




NS 








4200.00 


4-Methyl-2-Pentanon e 




NS 










Methylene Chlonde 




NS 




5.00 






Toluene 




NS 




1000 00 






1,1,1 Tnchloroethane 




NS 




200.00 






Trichloroethylene 




NS 




3 00 






Tnchloronuoromethane 




NS 








2100.00 


Xylenes (Total) 




NS 




10000.00 




















Semi- Volatiles 


ug/1 


ND/NS 




ug/1 


ug/1 


ug/1 


Acenaphthene 




NS 








20 00 


Acetophenone 




NS 








700.00 


Benzene 




NS 




1.00 






Benzoic Acid 




NS 








28000 00 


B is(2'Ethylhexyl)phthalatc 




NS 










2,4-Dimethylphenol 




NS 








400.00 


Di-n -Butyl phthalate 




NS 








700.00 


Diethyl Phthalate 




NS 








5600.00 


Fluoranthene 




NS 








280.00 


Naptha! ene | 




NS 








6.80 


m&p-Creosol 




NS 








35.00 


o-Creosol 




NS 








350 00 


Phenathrene 




NS 








10.00 


Phenol 




NS 








10.00 


Pyrene 




NS 








210.00 
















// erbi ci des/Pestici des 


Ug/1 


ND/NS 




ug/1 


ug/1 


ug/1 


Alpha -BHC 




NS 








0.05 


Endrin 




NS 




2.00 






Dieldnn 




NS 








0 10 


Dimethoatc 




NS 








5.00 


Disulfoton 




NS 








0.50 


2.4, 5-T 




NS 








70 00 


2,4-D 




NS 




70.00 






HxCDD 




NS 










HxCDF 




NS 
























Heavy Metals 


ug/1 


ND/NS 




ug/1 


Ug/1 


ug/1 


Antimony 




NS 




6.00 






Arsenic 




NS 




50.00 






Barium 




NS 




2000.00 






Cadmium 




NS 




5.00 






Chromium 




NS 




100 00 






Copper 




NS 




1000 00 






Lead 




NS 1 




15 00 






Mercury 




NS 




2 00 






Nickel 




NS 1 




100.00 






Selenium 




NS 




50.00 






Silver 




NS | 






100 00 




Thallium 




NS 




2.00 






Vanadium 




NS 








49.00 


Zinc 




NS 






5000 00 


















Conventional Parameters 


mg/I 


ND/NS 




mg/1 


mg/1 


mg/1 


Biological Oxygen Demand 




NS 










Chemical Oxygen Demand 




ND 


500 








Chlorides 1 


56 70 








250 00 




Cyanide 




NS 




0,20 






Ammonia. Nitrogen 




NS 










Organic Nitrogen 




NS 










Nitrate 




NS 




10.00 






Nilnle 




NS 




1.00 






Iron 


0.05 








0.30 




Oil and Grease 




ND 


1 00 








pH 


7.24 








6. 5-8.5 




Phenols (Total) 




NS 










Phosphorus 




NS 










Total Suspended Solids 




ND 


5.00 








Total Dissolved Solids 




NS 






500.00 




Sulfate 


11800 








250.00 




Total Organic Carbon 




NS 










TOC (Duplicate) 




NS 










Total Organic Halogens 




NS 










Magnesium 


15 00 












Mangenese 


0.02 








0.05 




Potassium 


4.80 












Sodium 


64.00 






160 00 






Alkalinity 




NS j 










Calcium 


91.00 












Hardness 




NS 










Boron 




NS 








0.63 | 


|Specific Conductance (umho/cm) 


611.00 













NS - Not Sampled 
ND - Nol Delected 
Del Limit - Sampling Detection Umil 

MCL • Maximum ConUminart Level. Enforceable Gfoundwaier Standards 
SMCL- Secondary Maxumm Cortfanunu* Uvel; Enforceable Groundvsaier Standards 
Guidance Concentrations- Not Enforceable Standards 



Table A. 7: Characteristics of the Cross Trails Rubble Landfill of Maryland. 



LANDFILL: 


Cross Trails Rubble Landfill, Maryland 


OWNER/OPERATOR 


Brandywine Enterprises, Inc. 

5800 Sheriff Road 

Fairmont Heights, Maryland 20743 


LITERATURE SOURCE: 


C&D Waste Landfills, Leachate Quality Data, Volume 2. 
Prepared by Gershman, Brickner & Bratton, Inc. for 
the National Association of Demolition Contractors. 


WASTE TYPE: 


Construction waste and demolition debris. Specific composition 
characteristics are unknown. 


ACREAGE: 


Unknown. 


YEARS IN SERVICE: 


Unknown. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Leachate collection system installed. 


LEACHATE SAMPLE: 


Leachate sampled from leachate collection system. 


MISCELLANEOUS: 


Maryland Department of the Environment proved the leachate data 
for this landfill. Although liner system is unknown, at least one 
liner is probable since a leachate collection system is installed. 
Amount of leachate produced per month varies between 1,000 and 
3000 gallons. 
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Table A 8: Sampling for the Cross Ti ails Rubble Landfill of Maryland. 





1993 Sampling 
Rentll Det Limit 


Primary 

MCL 


Secondary 

MCL 


Guidance 

Cone 


1 olatiles 


ug/l 


ND/NS 




ug/1 


ug/l 


ug/1 


Acelonc 




NS 








700.00 


2-Bnlanone 




NS 








420000 


Carbon Disulfide 




NS 








700 00 


Cliloromethane 




ND 


0 50 






2 70 ' 


1,1-Dichloroc thane 




NS 








700 00 


i f 2-Dicli]oroc thane 




ND 


0.50 


300 






1,4-Dioxane 




NS 








5 00 


Ethylbenzene 




ND 


0.50 




700 00 




Methyl Etliyl Ketone (MEK) 




NS 








4200 00 


4 - M e tli y 1-2 - Pe ntanon e 




NS 










Methylene Chlonde 




ND 


0 50 


5.00 






Toluene 




ND 


0.50 


1000 00 






1.1. 1 TncliloroetJiane 




NS 




200 00 






Trichloroethylene 




NS 




3 00 






Triclilor o flu orome tli an e 




ND 


0 50 






2100.00 


Xylenes (Total) 




NS 




10000 00 




















Seml-l'olahies 


ugn 


ND/NS 




ug/l 


ug/l 


ug/l 


Acenaphlhene 




NS 








20.00 


Acetoplienone 




NS 








700.00 


Benzene 


oso 




0 50 


1 00 






Benzoic Acid 




NS 








28000 00 


Bis ( 2 - E tliy tl iexyl)pli tl lala i e 




NS 










2,4-Dimethylplienol 




NS 








400 00 


Di-n-Bntyl plithalate 




NS 








700.00 


Diethyl Plithalate 




NS 








560000 


Fluoranthene 




NS 








280.00 


Naptlialene 




NS 








6 80 


m&p-Creosol 




NS 








3500 


o-Creosol 




NS 








350.00 


Plienntl trene 




NS 








10.00 


Phenol 




NS 








10 00 


Pyrene 




NS 








210.00 
















Herbicides/Pesticides 


ug/l 


ND/NS 




Ug/l 


ug/l 


ug/l 


Alplia-BHC 




NS 








0.05 


Endrin 




NS 




2 00 






Dieldrin 




NS 








0.10 


Dhnetlioate 




NS 








500 


Disnlfoton 




NS 








0.50 


2,4,5-T 




NS 








7000 


2.4- D 




NS 




70.00 






HxCDD 




NS 










HxCDF 




NS 
























APRIL 1992 SAMPLING: 














Uca\y Metals 


ug/l 


ND/NS 




ug/l 


Ug/l 


ug/l 


Antimony 




ND 


300.00 


50.00 






Arsenic 


8 00 




5 00 


2000.00 






Baniun 


1000.00 




NA 


5 00 






Cadmium 




ND 


20 00 


100 00 






Chromium 




ND 


60.00 


1000.00 






Copper 




ND 


30 00 


1500 






Lead 




ND 


200 00 


2 00 






Mercury 




ND 


0.50 


100 00 






Nickel 




ND 


60 00 


50 00 






Selenium 




ND 


500 




100 00 




Silver 




ND 


500 


2 00 






Tliallinm 




ND 


400 00 






49.00 


Vanadium 




NS 






5000.00 




Zinc 


84 00 




8.00 






















Conventional Parameters 




ND/NS 




mg/l 


mgd 


mg/l 


Biological Oxygen Demand 


11.00 




1 00 








Chemical Oxygen Demand i 


180 00 




1000 




250 00 




Chlorides 


100.00 




1.00 


0.20 






Cyanide 




NS 










Ammonia, Nitrogen 


1.40 




1 00 








Organic Nitrogen 




NS 




10.00 






Nitrale 




ND 




I 1.00 






Nitnle 




ND 






030 




Iron 


46.00 




100 








Oil and Grease 




NS 






6 5-8 5 




pH 


6 46 












Phenols (Total) 




NS 










Phosphorus 


082 




0 15 








Tolal Suspended Solids 




NS 






500 00 




Tolal Dissolved Solids 


1606 00 








250.00 




Sulfate 


380.00 




5.00 








Total Organic Carbon 




NS 










TOC (Duplicate) 




NS 










Total Orgaiuc Halogens 




NS 










Magnesium 


120.00 




8 00 




0.05 




Mangenese 


2.20 




0 04 








Polassinm 


42.00 




TOO 


160.00 






Sodium 


100 00 




4.00 








Alkalinity 


1800 00 




1 00 








Calcium 


480 00 




80 00 








Hardness 


2114 00 










0 63 


Boron 




NS 










Specific Conductance (mnlio/cm) 


2240.00 













NS-Nol Sampled 
ND ■ No! Detected 
Det Limit • Sampling Detection Umil 

MCL ■ Maximum CwHimiiuiK Level; Enforceable Oroumhvitcr Si a/kivdj 
VUAkA<- Mmoimiu UMA atiniaA Uiil, L<a\4(n4A' Ihouml'Aiti. iSMiJath 

Guidance Concentration! • Not Enforceable Sl»nd*r<b 



Table A.9: Characteristics of the D&M Site of Connecticut. 



LANDFILL: 


D&M Site, Connecticut. 


OWNER/OPERATOR: 


Unknown. 


LITERATURE SOURCE: 


Construction and Demolition Waste Landfills. 

Prepared by ICF Incorporated for 

the U S. Environmental Protection Agency, Office of Solid Waste. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


Unknown. 


YEARS IN SERVICE: 


Unknown. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Unknown. 


MISCELLANEOUS: 


None. 
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Table A. 10 Sampling for the D and M Landfill uf Connecticut. 





Simple 1 

Result Det Limit 


Sample 2 

Result Del Limit 


Primary 

MCL 


Secondary 

MCL 


Guidance 

Cone 


Volatile* 


ugji 


ND/NS 




UR/I 


ND/NS 




ur/1 


ug/1 


UR/1 


Acetone 




NS 






NS 








700 00 


2-Biitanone 




NS 






NS 








4200.00 


Carbon Disulfide 




NS 






NS 








700 00 


Gdnromethane 




NS 






NS 








2 70 


1,1-Dieltloroetliane 




NS 






NS 








700 00 


1,2-DiclJoroelhftne 




NS 






NS 




3 00 






1,4 Dioxanc 




NS 






NS 








5 00 






NS 






NS 






700 00 




Methyl Ethyl Ketone (MEK) 




NS 






NS 








4200 00 


4 ■ M ethyl-2-Pentanone 




NS 






NS 










Melltylenc Chloride 




NS 






NS 




5 00 






Toluene 




NS 






NS 




1000 00 






1,1,1 Tnchloroelhano 




NS 






NS 




200 00 






Trichloroethylene 




NS 






NS 




3 00 






Tnchloroflnoromethanc 




NS 






NS 








2100 00 


Xylenes (Total) 




NS 






NS 




10000 00 


























Semi-l'otatiUs 


UR/1 


ND/NS 




UR/1 


ND/NS 




ug/1 


UR/1 


UR/I 






NS 






NS 








20.00 


Acetophenone 




NS 






NS 








700 00 


Benzene 




NS 






NS 




LOO 






Ben 2 oic Acid 




NS 






NS 








28000 00 


Bis(2-Etliylliexyl)phthalate 




NS 






NS 










2,4-Dimcthylphenol 




NS 






NS 








400.00 


Di-iv Butyl plithaiato 




NS 






NS 








700.00 


Dietliyl Phljialate 




NS 






NS 








5600.00 


Fluoranthene 




NS 






NS 








280.00 


Napllialene 




NS 






NS 








6 80 


in&p-Creojol 




NS 






NS 








35 00 


o-Cneosol 




NS 






NS 








350 00 


Phenall irene 




NS 






NS 








10 00 


Phenol 




NS 






NS 








10 00 


Pyrene 




NS 






NS 








21000 






















// crbicides/Pesticidcs 


ug/1 


ND/NS 




ur/1 


ND/NS 




uR/1 


UR/1 


UR/1 


AJplta-BHC 




NS 






NS 








0.05 


Endrin 




NS 






NS 




2 00 






Dieldnn 




NS 






NS 








0 10 


Dunclhoate 




NS 






NS 








5 00 


Disulfotop 




NS 






NS 








0 50 


2,4, 5-T 




NS 






NS 








70 00 


2,4-D i 




NS 






NS 




70.00 






HxCDD 




NS 






NS 










HxCDF 




NS 






NS 






























Heavy Metals 


UR/1 


ND/NS 




UR/1 


ND/NS 




ur/I 


UR/1 


ur/1 


Airtiinony 




NS 






NS 




6.00 






Arsenic 




NS 






NS 




5000 






Bari tun 




NS 






NS 




2000 00 






Cadrnitim 




NS 






NS 




500 






Gtromimn 




NS 






NS 




100 00 






Copper 




NS 






NS 




1000 00 






Lead 




NS 






NS 




15 00 






Mercury 




NS 






NS 




2.00 






Nickel 




NS 






NS 




100.00 






Selenium » 




NS 






NS 




50 00 






Silver 




NS 






NS 






100 00 




Tit allium * 




NS 






NS 




2 00 






Vanadium 




NS 






NS 








49 00 


Zjinc 




NS 






NS 






5000 00 
























Conventional Parameters 


mg/1 


ND/NS 




niR/1 


ND/NS 




U1R/1 


mg/1 


mg/l 


Biological Oxygen Demand 




NS 






NS 










Gtemical Oxygen Demand 




NS 






NS 










Chlorides 


1700 






38 00 








250 00 




Cyanide 




NS 






NS 




020 






Ammonia, Nitrogen 




NS 






NS 










Organic Nitrogen 


1 80 








NS 










Nitrate 




NS 






NS 




10.00 






Nitrite 




NS 






NS 




1 00 






Iron 


0 30 






2 00 








0.30 




Oil and Grease 




NS 






NS 










pH 


720 






800 








6 5-8 5 




Phenols (Total) 




NS 






NS 










Phosphorus 




NS 






NS 










Total Suspended Solids 


26 00 








NS 










T otal Dissolved Solids 


640 00 






2900 00 








500.00 




Sulfate 




NS 






NS 






250 00 




Total Organic Carbon 




NS 






NS 










TOC (Duplicate) 




NS 






NS 










Total Organic Halogens 




NS 






NS 










Magnesium 




NS 






NS 










Mangenese 




NS 






NS 






005 




Polassnnn 




NS 






NS 










Sodium 




NS 






NS 




160.00 






Alkalinity 


620 00 








NS 










Calcium 




NS 






NS 










Hardness 




NS 






NS 










Boron 




NS 






NS 








0 63 1 


Specific Conductance (uinho/cm) 




NS 






NS 











NS -Not Sanded 
ND- Not Detected 
Det Liu .it ■ Sampling Detection Limit 

MCL « Maximum Contaminant Level; Enforceable Groundwater SUnd»di 
SMCL- Secondary Maximum Cofiiarniriai* Level, Enforceable Groundwater StMid^di 

Gu i dance Cone a tm> Nvi CjiTo*ceaL>1c 



Table^AAU^CharacterisUcsjrfth^IJee^J^iverl}^^ 



LANDFILL: 


Deep River Bulky Waste Landfill, Connecticut 


OWNER/OPERATOR: 


Unknown. 


LITERATURE SOURCE: 


Bulky Waste Leachate Characterization Survey 

Maurice Hamel, Connecticut Department of Environmental 

Protection 

Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 2. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. Includes scrap metal. 


ACREAGE: 


4 acres. 


YEARS IN SERVICE: 


Opened in 1976. 


LINER SYSTEM: 


Unknown 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Leachate sample taken from seep at base of fill at edge of wetland. 


MISCELLANEOUS: 


There is black manganese staining at the seep. Ammonia 
concentrations are consistently elevated suggesting siting or 
operational problems. 
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Table A. 12: Sampling foi the Deep River Bulky Waste Landfill of Connecticut. 





June-1988 

Result Det Limit 


August-1988 
Result Det Umll 


C 

Ee. 


>ctobeM988 

ult Det Ltrntt 


December-19 

Result 


88 

Det Limit 


Primary 

MCL 


Secondary 

MCL 


Guidance 

Cone 


Volatiles 


up/] 


ND/NS 




ug/l 


ND/NS 




ugfl 


ND/NS 




ug/l 


rND/NS 




ug/l 


ug/l 


ug/l 


Acetone 




NS 






NS 






NS 






NS 








700 00 


2-Bntanone [ 




NS 






NS 






NS 






NS 








420000 


Carbon Disulfide 




NS 






NS 






NS 






NS 








700.00 


CWnrometltane 




NS 






NS 






NS 






NS 








2.70 


1 1-Dichloroelhane 




NS 






NS 






NS 






NS 








700 00 


1,2-Dichloroelhane !' 




NS 






NS 






NS 






NS 




3.00 






1,4-Dioxane 




NS 






NS 






NS 






NS 








5 00 | 


Ethylbenzene < 




NS 






NS 






NS 






NS 






700.00 




Methyl Ethyl Ketone (MEK.) 




NS 






NS 






NS 






NS 








4200 00 


4 -M ethy I- 2 » Pe ntanon e 




NS 






NS 






NS 






NS 










Methylene Chloride 




NS 






NS 






NS 






NS 




5.00 






Toluene \ 




NS 






NS 






NS 






NS 




1000.00 






1,1,1-triclUoroethane 




NS 






NS 






NS 






NS 




200 00 






Tricldoroethylene ! 




NS 






NS 






NS 






NS 




3.00 






Trichlnrofliioromethane i 




NS 






NS 






NS 






NS 








210000 


Xylenes (Tola!) 




NS 






NS 






NS 






NS 




10000.00 






































Semi- 1 ’ctaJilo j 


Ug/l 


ND/NS 




«g/i 


ND/NS 




ug/l 


ND/NS 




ug/l 


ND/NS 




ug/l 


ug/l 


ug/l 


Acenaphtheue 




NS 






NS 






NS 






NS 








20.00 


Acetophenone { 




NS 






NS 






NS 






NS 








700.00 


Benzene 




NS 






NS 






NS 






NS 




1 00 






Benzoic Acid i 




NS 






NS 






NS 






NS 








28000.00 


BU(2-Elhylhcxyl)pbthalate 




NS 






NS 






NS 






NS 










2,4-Dirnethylpheno| 




NS 






NS 






NS 






NS 








40000 


Di*n*Butyl phlhalate 




NS 






NS 






NS 






NS 








700.00 


Diethyl Phthalate S 




NS 






NS 






NS 






NS 








5600.00 


Fluoranthene ' 




NS 






NS 






NS 






NS 








280.00 


Napthalene 




NS 






NS 






NS 






NS 








6 80 


m&p*Creosol i 




NS 






NS 






NS 






NS 








3500 


o-Creosol 




NS 






NS 






NS 






NS 








350.00 


Plieimll ircue 




NS 






NS 






NS 






NS 








10 00 


Phenol 




NS 






NS 






NS 






NS 








10 00 


Pyrene 




NS 






NS 






NS 






NS 








210.00 


































IferbidJex'PesticI des ■ 


up/] 


ND/NS 




Ug/l 


ND/NS 




ug/l 


ND/NS 




ug/l 


ND/NS 




ug/l 


ug/l 


up/l 


Alpha-BHC 




NS 






NS 






NS 






NS 








0.05 


Endnn 




NS 






NS 






NS 






NS 




2.00 






Dieldrin \ 




NS 






NS 






NS 






NS 








0 10 


Diinethoate 




NS 






NS 






NS 






NS 








5.00 


Disnlfolon 




NS 






NS 






NS 






NS 








0.50 


2,4,51 




NS 






NS 






NS 






NS 








70.00 


2,4 -D 1 




NS 






NS 






NS 






NS 




70.00 






HxCDD t 




NS 






NS 






NS 






NS 










HxCDF [ 




NS 






NS 






NS 






NS 










































Heaxy Metals 


up/] 


ND/NS 




up/\ 


ND/NS 




ug/l fi 


ND/NS 




up/] 


ND/NS 




up/] 


ug/l 


ug/l 


Antimony 




NS 






NS 






NS 






NS 




6 00 






Arsenic 




ND 






ND 






ND 






ND 




5000 






Barmin 


16000 






300 00 






20000 






200.00 






2000.00 






Cadmium 




ND 






ND 






ND 




10.00 






5.00 






Cliromiinn 




ND 






ND 






ND 






ND 




100.00 






Copper 


30.00 






2000 






no.oo 






40.00 






1000.00 






Lead 1 


50.00 






50.00 






50.00 






70.00 






15.00 






Mercury 




ND 






ND 






ND 






ND 




2.00 






Nickel 




NS 






NS 






NS 






NS 




100 00 






Selenium 




ND 






ND 






ND 






ND 




50.00 






Silver 


1000 








ND 






ND 






ND 






100 00 




Thallium 




NS 






NS 






NS 






NS 




2.00 






Vanadium 




NS 






NS 






NS 






NS 








49.00 


Zinc 




NS 






NS 






NS 






NS 






5000 00 




































Conventional Parameters 


mp/] 


ND/NS 




mp/] 


ND/NS 




mp/] 


ND/NS 




mg/1 


ND/NS 




mg/1 


mg/l 


mg/1 


Biological Oxygen Demand 


45.00 








NS 




11 00 






24 00 












Gicmtcal Oxygen Demand 


4500 






50 00 






30.00 






58 00 












GUorides 


23 00 






120.00 






100.00 






120 00 








25000 




Cyanide I 




ND 






ND 






ND 




0.34 






0 20 






Ammonia, Nitrogen 


3 00 






3 00 






4 80 






4 20 












Organic Nitrogen 


2.00 






0.70 








ND 




080 












Nitrate 




ND 






ND 






ND 






ND 




10 00 






Nilnte 




ND 




0.00 








ND 




0 00 






1.00 






Iron 


36.00 






88 00 






33 00 






29 00 








030 




Oil and Grease 




NS 






NS 






NS 






NS 










pH 


670 






670 






6 60 






6.40 








6.5-85 




Phenols (Total) 




NS 






NS 






NS 






NS 










Phosphorus 




NS 






NS 






NS 






NS 










Total Suspended Solids 


150 00 






150 00 






110.00 






100 00 












Total Dissolved Solids 


480.00 






510 00 






500.00 






550.00 








500 00 




Sulfate 


95 00 






21.00 








ND 




55 00 








250.00 




Total Organic Carbon 




NS 






NS 






NS 






NS 










TOC (Duplicate) 




NS 






NS 






NS 






NS 










Total Organic Halogens 




NS 






NS 






NS 






NS 










Magnesium 




NS 






NS 






NS 






NS 










Mangeuese 


2 20 






630 






3.50 






2 60 








0.05 




Potassium 




NS 






NS 






NS 






NS 










Sodium 


20.00 






82.00 








NS 




24.00 






160 00 






Alkalinity 


360 00 






300 00 








ND 




170.00 












Calcium 




NS 






NS 






NS 






NS 










Hardness 


400 00 






420.00 








NS 




250.00 












Boron 






























0.63 


Specific Conductance (umho/cm) 


770 00 






780.00 








NS 




840 00 













NS-N<* Sarr^tcd 
ND-Not Detected 
Dc* limit - Simpling DetecU'on Lunil 

MCL - Miwnum Contaminant Level; EiJorcobJe Orwi»dw>l«r Slattdardi 
SMCL' Srcoudity Maximum CoKnumant Level; Enforceable OroofidwiKr Si*wtordi 
Outdance Coneentneicra" No: Enforceitte Standard* 



Table A. 13: Characteristics of the Des Moines Landfill #4 of Iowa. 



LANDFILL. 


Des Moines Landfill #4 SLF, Iowa. 


OWNER/OPERATOR: 


Unknown. 


LITERATURE SOURCE: 


State of Iowa, Department of Natural Resources 
Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 1. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


Unknown 


YEARS IN SERVICE: 


Unknown. 


LINER SYSTEM: 


Unknown 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Leachate sample taken from leachate wells. 


MISCELLANEOUS: 


None. 
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Table A. 14: Sampling for the Des Moines Landfill #4 of Iowa. 





6/2 S/9 J 

Result Ilet Limit 


Primary 

MCL 


Secondary 

MCL 


Guidance 

Cenc 


1 'olatiles 


ug/1 


ND/NS' 






uefl 


ue/i 


Acetone 




NS 








700 00 


2-BuLanone 




NS 








4200 00 


Carbon Disulfide 




NS 








700 00 


Gdoromethane 




ND 


10 00 






2.70 


l.l-Dichioroctliane 


6 20 




1 00 






700 00 


l.2-Dichloroethane 




ND 


0 40 


3 00 






1,4 Dioxane 




NS 








5.00 


Ethylbenzene 


2 60 




1 00 




700.00 




Methyl Htliyl Ketone (MEK) 




NS 








4200 00 


4-Metliyl-2-Penlanone 




NS 










Methylene Gilondc 


24 40 




5 00 


5 00 






Toluene 


30.30 




1 00 


1000 00 






1.1,1 Tncliloroetlianc 




ND 


1 00 


200 00 






Trichloroethylene 


3 20 




1 00 


3 00 






T ncldorolhmromethane 




NS 








2100 00 


Xylenes (Total) 


12 30 




1 00 


10000.00 




















Senxi-Voiatila 


up/] 


ND/NS 




wg/1 


ug/1 


ue/i 


Acenophlhene 




NS 








20 00 


Acetophenone 




NS 








700 00 


Benzene 


2 70 




1 00 


1 00 






Benzoic Acid 




ND 


50 00 






28000 00 


B is( 2 -E U ly 11 ic xyl )pl ith alat e 




ND 


10 00 








2 . 4 - Dune tli ylpli e 1 10 I 




ND 


1000 






400 00 


Di-n-Butyl phtlialate 




ND 


10 00 






700 00 


Diethyl Phtlialate | 




ND 


10 00 






5600.00 


Fluoranthene 




ND 


10 00 






280 00 


NapthaJene 




ND 


10 00 






6 80 


ln&p-Creosol 




ND 


10 00 






35 00 


o-Creosol l 




ND 


1000 






350 00 


Plienatl irenc 




ND 


10 00 






1000 


Phenol 




NS 








10.00 


Pyrene 




ND 


10 00 






210.00 
















H trbicides'Pa tici da 


URfl 


ND/NS 




u*/l 


ug/1 


IIR/1 


AJpha-BHC | 




ND 


005 






005 


Eiidnn 


0 07 






2 00 






Dieldnn 




ND 


0 05 






0 10 1 


Dunethnate 




NS 








5 00 


Disnlfoton 




NS 








0 50 


2,4,5-T 




NS 








70 00 


2,4-D 




NS 




70 00 






HxCDD 




NS 










HxCDF 




NS 
























Heavy Metah 


ug/1 


ND/NS 




Uf/I 


«e/i 


ue/i 


Antimony 




NS 




6 00 






Araeiuc 


1«.00 




5 00 


50 00 






Barium 




NS 




2000 00 






Cadmium 




ND 


1.00 


5 00 






Gironunm 




ND 


30.00 


100 00 






Copper 


72.00 




■ 3000 


1000 00 






Lead 


13 00 




5 00 


15 00 






Mercury 


050 




0 50 


2 00 






Nickel 




ND 


50 00 


100.00 






Selenium 




ND 


10 00 


50 00 






Silver 




NS 






100 00 




Thallium 




NS 




2.00 






Vanadium 




NS 








49 00 


Zinc 


403 00 




30 00 




5000 00 


















Conventional Fa/ ante ten 


m&1 


ND/NS' 




mR/1 


me/1 


me/I 


Biological Oxygen Demand 


170 00 




300 








Chemical Oxygen Demand | 


13000 




300 








Clilondes 


153 00 




1000 




250 00 




Cyanide 




ND 


0 02 


0 20 






Ammonia, Nitrogen 


18.40 




1 00 








Organic Nitrogen 


5.10 




10 00 








Nitrate 




ND 


1 00 


1000 






Nitnte 




NS 




1 00 






Iron 


49 10 




0.03 




0.30 




OU and Grease 




NS 










pH 




NS 






6.5-8 5 




Phenols (Total) 




NS 










Phosphorus 


1 30 




100 








Total Suspended Solids 


6100 00 




1 00 








Total Dissolved Solids 




NS 






500 00 




Sulfate 




NS 






250.00 




Total Organic Carbon 




NS 










TOC (Duplicate) 




NS 










Total Organic Halogens 




NS 










Magnesium 




NS 










Maugenese 




NS 






0 05 




Potassium 


110 00 




1 00 








Sod nun 




NS 




160 00 






Alkalinity 




NS 










Calcium 




NS 










Hardnesj 




NS 










Boron 




NS 








063 


Specific Conductance (umlio/cm) 




NS 











NS-N<*S¥r*>ted 
ND -Not Detected 
Dd Lima « 3 Knpiutg Detection Lunif 

MCI -MMinw/nCortimiiiaril Level. Enforceable Ch^wJwiter Stodard* 

SMCL- Sccc-u4jt> Mixuraun Contaminant Level; Enforceable Groundwalv St vuLvds 

Cniintni io«ii- N.il Fjif.KreahV Xr 



Table A. 15: Characteristics of the Des Moines Landfill #5 of Iowa. 



LANDFILL: 


Des Moines Landfill #5 SLF, Iowa. 


OWNER/OPERATOR. 


Unknown. 


LITERATURE SOURCE: 


State of Iowa, Department of Natural Resources 
Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 1. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


Unknown. 


YEARS IN SERVICE: 


Unknown. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Leachate sample taken from leachate wells. 


MISCELLANEOUS: 


None. 
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Table A. 16: Sampling for the Des Moines Landfill #5 of Iowa. 





Rl 


6/25/93 

vull Del Limit: 


Primary 

MCL 


Secondary 

MCL 


Guidance 

Cone 


1 ’aloft Us 


Mffi 


ND/NS 




UR/1 


UR/1 


ug/1 


Acetone 




NS 








700 00 


2-Bntamuie 




NS 








4200 00 


Carbon Disulfide 




NS 








700 00 


Clilnromelhane 




ND 


10 00 






2 70 


Ll-Dicldoroelhane 


5 60 




100 






700 00 


l,2.DicliJoroelhane 




ND 


0 40 


3 00 






1,4-Dioxane 




NS 








5.00 


Ethylbenzene 


1 90 




1 00 




700 00 




Methyl Ethyl Ketone (MEK) 




NS 








4200 00 


4-Methyl-2-Pentanone 




NS 










Methylene Chloride 




ND 


5 00 


5 00 






Toluene 


2 60 




1 00 


1000 00 






1 1,1,1 Tnddoroethane 




ND 


1 00 


200 00 






iTricliloroelhylene 




ND 


1 00 


3 00 






Tricldorotliioroinetliajie 




NS 








2100 00 


Xylenes (Total) 


5 60 




LOO 


10000 00 




















Si mi- 1 'olatltc, 


uRfl 


ND/NS 




u&fl 


Ufi/I 


UR/1 


Acenaphlhene 




NS 








20 00 


Acetophenone 




NS 








700 00 


Benzene 




ND 


TOO 


1.00 






Benzoic Acid 




ND 


50 00 






28000.00 


Bis(2-Ethyl)Kxyl)phthaldte 




ND 


10 00 








2,4-Dime thylplienol 




ND 


10 00 






400 00 


Di-n-Butyl phthalate 




ND 


1000 






700.00 


Diethyl Phlhalate 


16 00 




1000 






5600 00 


Fluoranthene 




ND 


10 00 






280 00 


Napthalcne 




ND 


10 00 






6 80 


in&p-Creosol 




ND 


1000 






35.00 


o-Creosol 




ND 


10 00 






35000 


Plienalhreno 




ND 


10 00 






1000 


Phenol 




NS 








1000 


Pyrene 




ND 


10 00 






210 00 
















Herbicides Pestid des 




ND/NS 




UR/1 


UR/l 


UR/1 


Alpha-BHC 




ND 


0 05 






005 


Eudrui 




ND 


005 


200 






Dieldnn 




ND 


005 






0 10 


Dimetiioate 




NS 








5 00 


Disulfoton 




NS 








050 


2,4,5-T 




NS 








70 00 


2,4-D 




NS 




70 00 






HxCDD 




NS 










HxCDF 




NS 
























Heaxy Metals 




ND/NS 




URl 


UR/1 


ur/1 


Antimony 




NS 




6 00 






Arsenic 


37 00 




5 00 


50 00 






Barium 




NS 




2000 00 






Cadxmmn 1 




ND 


1 00 


$00 






Chromium 




ND 


30 00 


100 00 






Copper 


5700 




30 00 


1000 00 






Lead 


40.00 




5 00 


15 00 






Mercury 


0 50 




0 50 


2 00 






Nickel 


99 00 




5000 


100 00 






Selenium 




ND 


10 00 


50 00 






Silver 




NS 






100 00 




Thallium 




NS 




2.00 






Vanadium 




NS 








49 00 


Zinc 


135 00 




30 00 




5000 00 


















Conventional Parameters 


niRl 


ND/NS 




oi e/i 


niR/1 


niR/l 


Biological Oxygen Demand 


15 00 




3 00 








Chemical Oxygen Demand 


14 00 




3 00 








Cldondes 


39 80 




1000 




250 00 




Cyanide 




ND 


002 


020 






Ammonia, Nitrogen 




ND 


LOO 








Organic Nitrogen 


17.90 




1000 








Nitrate 




ND 


) 00 


10 00 






Nitrite 




NS 




1 00 






Iron 


48 50 




0 03 




0 30 




Oil and Grease 




NS 










£H_ 




NS 






6 5 8 5 




Phenols (Total) 




NS 










Phosphorus 




ND 


1.00 








Total Suspended Solids 




140 00 


1 00 








Total Dissolved Sotids 




NS 






500 00 




Sulfate 




NS 






250 00 




Total Organic Carbon 




NS 










TOC (Duplicate) 




NS 










Total Organic Halogens 




NS 










Magnesium 




NS 










Manpenese 




NS 






0 05 




Potassium 


3 02 




1.00 








Sodium 




NS 




160 00 






Aikaluuty 




NS 










Calcium 




NS 










Hardness 




NS 










Boron 




NS 








0 63 


Specific Conductance (nmhiVnn) 




NS 











NS- N« Sampled 
ND -NM Detected 
D<* Lunil • S«if)lir\g Detection Lanii 

MCL Mtxunum Cooiwmnaii Level, Enforceable Groondwalcr SUrtdardi 
SMCL- Sccmdtfy Mixunum ConUmruH Loci, E/kforecable Gr©uuAttIa-5t*id*da 



Table A. 17: Characteristics of the Glastonbury Bulky Waste Landfill of Connecticut. 



LANDFILL: 


Glastonbury Bulky Waste Landfill, Connecticut. 


OWNER/OPERATOR: 


Unknown. 


LITERATURE SOURCE: 


Bulky Waste Leachate Characterization Survey 

Maurice Hamel, Connecticut Department of Environmental 

Protection 

Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 2. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


15 acres. 


YEARS IN SERVICE: 


Opened in 1977. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Leachate sample taken from monitor well B2, approximately 1 0 
feet from the toe of the landfill. 


MISCELLANEOUS: 


None. 



74 



Table A. 18: Sampling for the Glastonbury Bulky Waste Landfill of Connecticut 





Re 


July-1988 

suit Dct Limit 


1 Augurt-1988 

Result Dtt Limit 


( 

M 


Jctober-1988 

rult Det Limit 


D 

Rei 


ecember-1988 

suit Det Umlt 


Primary 1 Secondary 
MCL | MCL 


Guidance 

Cone 


Volatile* 


ug/l 


ND/NS 




UR/1 


ND/NS 




Ug/l 


ND/NS 




u&fl 


ND/NS 




ug/l 


UR/t 


ug/l 


Acetone 




NS 






NS 






NS 






NS 








700 00 


2-Bulajmne 




NS 






NS 






NS 






NS 








4200 00 


Carbon Disulfide 




NS 






NS 






NS 






NS 








700 00 


Chloromelhane 




NS 






NS 






NS 






NS 








2 70 


1,1-Dicliloroelhane 




NS 






NS 






NS 






NS 








700 00 


1,2- Dicliloroethane 




NS 






NS 






NS 






NS 




3.00 






1,4-Dioxane 




NS 






NS 






NS 






NS 








5 00 


Ethylbenzene 




NS 






NS 






NS 






NS 






700 00 




Methyl Ethyl Ketone (MEK) 




NS 






NS 






NS 






NS 








420000 


4-Methyl-2-Pentajioiie 




NS 






NS 






NS 






NS 










Methylene Chlonde 




NS 






NS 






NS 






NS 




500 






Toluene 




NS 






NS 






NS 






NS 




1000.00 






1, 1,1 -tncltlorcc thane 




NS 






NS 






NS 






NS 




200 00 






Tncliloroethylciic 




NS 






NS 






NS 






NS 




300 






Tn cl il oro fluorom ethane 




NS 






NS 






NS 






NS 








2100 00 


Xylenes (Total) 




NS 






NS 






NS 






NS 




10000 00 






































Semi- Volatiles 


Ufi/1 


ND/NS 




UR/1 


ND/NS 




ug/1 


ND/NS 




UR/1 


ND/NS 




ug/l 


UR/1 


ug/I 


Aceuaphthcne 




NS 






NS 






NS 






NS 








2000 


Acetophenone 




NS 






NS 






NS 






NS 








700.00 


Benzene 




NS 






NS 






NS 






NS 




1 00 






Benzoic Acid 




NS 






NS 






NS 






NS 








28000.00 


Bis ( 2-Etl ly th e xyl ) phtl i ala t e 




NS 






NS 






NS 






NS 










2,4-Dimethylpheiiol 




NS 






NS 






NS 






NS 








400 00 


Di-n-Butyl plithalate 




NS 






NS 






NS 






NS 








700.00 


Diethyl Phthalate 




NS 






NS 






NS 






NS 








5600 00 


Fluoranthene 




NS 






NS 






NS 






NS 








280.00 


NapthaJene 




NS 






NS 






NS 






NS 








680 


imfcp-Creosol 




NS 






NS 






NS 






NS 








35.00 


n-Creosnl 




NS 






NS 






NS 






NS 








350.00 


Plieiiathrene 




NS 






NS 






NS 






NS 








1000 


Phenol 




NS 






NS 






NS 






NS 








10 00 


Pyrene 




NS 






NS 






NS 






NS 








21000 


































fl er bidden' Pesticides 


Ug/l 


ND/NS 




ug/1 


ND/NS 




ug/l 


ND/NS 




utfl 


ND/NS 




u R/I 


ug/l 


ug/l 


Alnha-BHC 




NS 






NS 






NS 






NS 








0.05 


Eudnn 




NS 






NS 






NS 






NS 




2.00 






Dieldnn 




NS 






NS 






NS 






NS 








0 10 


Dimethoate 




NS 






NS 






NS 






NS 








500 


Disnlfotcn 




NS 






NS 






NS 






NS 








0.50 


2,4,5-T 




NS 






NS 






NS 






NS 








70.00 


2,4D 




NS 






NS 






NS 






NS 




70.00 






HxCDD 




NS 






NS 






NS 






NS 










HxCDF 




NS 






NS 






NS 






NS 










































Heavy Meiah 


Uftl 


ND/NS 




UR/1 


ND/NS 




ug/l 


ND/NS 




ug/l 


ND/NS 




UR/1 


UR/1 


UR/1 


Antimony 




NS j 






NS 






NS 






NS 




6.00 






Arsenic 




ND 






ND 




20 00 








ND 




50.00 






B aril tin 


400 00 






300 00 






800.00 






100 00 






2000.00 






Cadmium 


20 00 








ND 




1000 






10 00 






5.00 






Clircmiiiin 


10.00 








ND 




40 0 ' 








ND 




100.00 






Copper 


50 00 






30,00 






620.00 






50 00 






1000 00 






Lead 


60 00 






40.00 






40 no 






40.00 






15 00 






Mercury 




ND 






ND 






ND 






ND 




2 00 






Nickel 


50.00 








NS 






NS 






NS 




100 00 






Selenium 




ND 






ND 






ND 






ND 




50 00 






Silver 




ND 






ND 






ND 






ND 






100.00 




Thallium 




NS 






NS 






NS 






NS 




2 00 






Vanadium 




NS 






NS 






NS 






NS 








49 00 


Zine 


70 00 








NS 






NS 






NS 






5000 00 




































Conventional Parameter s 


ni^l 


ND/NS 




mg/1 


ND/NS 




mg/1 


ND/NS 




mg/1 


ND/NS 




mg/1 


mg/1 


iur/i 


Biological Oxygen Demand* 


70 00 






20 00 






24 00 






16.00 












Chemical Oxygen Demand 


30 00 






13.00 








ND 




15 00 












Clilorides 


21 00 






17,00 






20 00 






18 00 








250 00 




cyanide 




ND 






ND 






ND 




0 03 






0 20 






Ammonia, Nitrogen 


0 10 








ND 






ND 




004 












Organic Nitrogen 


1 10 






090 






0 32 






0 32 












Nitrate 


4 60 






5 30 






3 00 






5 10 






10 00 






Nitrite 


001 






002 






0.02 






0 02 






1.00 






Iron 


0 20 






040 






33.00 






14 00 








030 




Oil and Grease 




NS 






NS 






NS 






NS 










PH 


7 30 






6 90 






700 






6 70 








6.5-8 5 




Phenols (Total) 




NS 






NS 






NS 






NS 










Phosphorus 




NS 






NS 






NS 






NS 










Total Suspended SoUds 


5000 00 






3600 00 






1900 00 






2400 00 












T ot.d Dissolved Solids 


700 00 






700.00 






630 00 






720 00 








500 00 




Sulfate 


4200 






36 00 






44 00 






58.00 








250 00 




Total Organic Carbon 




NS 






NS 






NS 






NS 










TOC (Duplicate) 




NS 






NS 






NS 






NS 










Total Organic Halogens 




NS 






NS 






NS 






NS 










Magnesium 




NS 






NS 






NS 






NS 










Mangenese 


007 






0,08 






2.10 






3 10 








0 05 




Potassium 




NS 






NS 






NS 






NS 










Sivhutn 


61 00 






78 00 






54 00 






33,00 






160 00 






Alkalinity 


500 00 






440 00 






550 00 






26000 












Calcnnn 




NS 






NS 






NS 






NS 










Hardness 


440 0O 






720 00 






500 00 






250 00 












Boron 




NS 






NS 






NS 






NS 








063 


Specific Conductance (innlio/cm) 


97000 






22000 






1000 00 






980 00 













NS • Not Sampled 
ND- NotDdected 
Da Lurul - S wnplmg Detection Lunil 

MCL ■ Maxuriim Coftmnuuri Levd, Enforceable Oreur><hv*ta- Slw*lt/di 
SN(CI^ Secondary Atixiinuin Cofitairuoai4 Level, Er tTorccaMc Grouiidwala St»i<Uili 
CIui^NiecCtMKvsiUJittiM- Nol Dal-rcv4'jte-StvJ«vU 



Table A. 19: Characteristics of the Groton Bulky Waste Landfill of Connecticut. 



LANDFILL: 


Groton Bulky Waste Landfill, Connecticut. 


OWNER/OPERATOR: 


Unknown 


LITERATURE SOURCE: 


Bulky Waste Leachate Characterization Survey 

Maurice Hamel, Connecticut Department of Environmental 

Protection 

Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 2. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


33 acres. 


YEARS IN SERVICE: 


Opened in 1978. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Leachate sample taken from seep at the toe of landfill 


MISCELLANEOUS: 


None. 
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Table A. 20; Sampling for the Groton Wells Bulky Waste Landfill uf Connecticut. 





June-1988 

Result Del Limit 


F< 

Rei 


rbruary-1989 

till Del Limit 


Primary 

MCL 


Secondary 

MCL 


Guidance 

Cone 


Volatile* 


Ug/1 


ND/NS 




ug/\ 


ND/NS 






ug/1 


ug/1 


Acetone 




NS 






NS 








700 00 


2-Butanone 




NS 






NS 








4200 00 


Carbon Disulfide 




NS 






NS 








700 00 


Giloromelhane 




NS 






NS 








2 70 


1,1-Dichloroe thane 




NS 






NS 








700. 00 


1,2-Dichloroethane 




NS 






NS 




3 00 






1.4-Dioxane 




NS 






NS 








5 00 


Ethylbenzene 




NS 






NS 






700 00 




Methyl Htliyl Kelone (MEK) 




NS 






NS 








4200 00 


4 -Methyl-2-Pentaimnc 




NS 






NS 










Mctliylene Giloride 




NS 






NS 




500 






Toluene 




NS 






NS 




1000 00 






], 1,1 -bid dcroethane j 




NS 






NS 




200 00 






Tricliloroethylene 




NS 






NS 




3 00 






Tncliloroflnoroinelhane 




NS 






NS 








2100 00 


Xylenes (Total) 




NS 






NS 




10000.00 


























Semi-Volatiles 


URrt 


ND/NS 




ugf] 


ND/NS 




ug/1 




ug/1 


Acenaphthene 




NS 






NS 








20 00 


Acetophenone 




NS 






NS 








700 00 


Benzene 




NS 






NS 




1 00 






Benzoic Actd ! 




NS 






NS 








28000 00 


Bis(2-Ethylhexy1)plithalate 




NS 






NS 










2,4-DunethylpIienol 




NS 






NS 








400 00 


Di-n-Bntyl plilhalato 




NS 






NS 








700 00 


Dietliyl Phtlialate 




NS 






NS 








5600 00 


Flnorantliene 




NS 






NS 








280 00 


Naptlialene 




NS 






NS 








6 80 


in&p-CTeosol 




NS 






NS 








3500 


o-Creosol 




NS 






NS 








350 00 


Pltenathrenc 




NS 






NS 








10 00 


Phenol " 




NS 






NS 








10 00 


Pyrene 




NS 






NS 








21000 






















Herbicide*' Pesticides 


Ufifl 


ND/NS 




Uftfl 


ND/NS 




URfl 


ug/1 




Alpha-BHC 




NS 






NS 








0 05 


Endrin 




NS 






NS 




200 






Dieldrin 




NS 






NS 








0 10 


Diinelhoate 




NS 






NS 








5.00 


Disnlfoton , 




NS 






NS 








050 


2,4,5-T 




NS 






NS 








7000 


2,4-D 




NS 






NS 




70 00 






HxCDD 




NS 






NS 










HxCDF 




NS 






NS 






























Heavy Metal* 


ug/\ 


ND/NS 




ug/1 


ND/NS 




ug/\ 


Ufi/1 


ug/1 


Antimony 




NS 






NS 




6 00 






Arsenic 




ND 






ND 




50 00 






Baninn 


300 00 






100 00 






2000 00 






Cadinnnn 1 




ND 




10 00 






5 00 






Giromimn 




ND 






ND 




100 00 






Copper 


2000 






40 00 






1000 00 






head 


40 00 






70 00 






15 00 






Mercury . 




ND 






ND 




200 






Nickel 




NS 






ND 




100 00 






Selenium 




ND 






ND 




50 00 






Silver 




ND 






ND 






100 00 




Thallium 




NS 






NS 




2 00 






Vanadnnn 




NS 






NS 








49 00 


Zinc 




NS 






NS 






5000.00 
























Conventional Parameters 


nig/1 


ND/NS 




mg/l 


ND/NS 




nig/1 


mg/1 


mg/l 


Biological Oxygen Demand 


28 00 








NS 










Giemical Oxygen Demand * 


68 00 






35 00 












Gilondes 


15 00 






8 00 








250 00 




Cyanide 




ND 




0 09 






020 






Ammonia, Nitron en 


0.50 






0.30 












Organic Nitrogen 


007 






0 50 












Nitrate 




ND 




0 10 






10 00 






Nitrite 




ND 




001 






1 00 






Iron 


2 50 








NS 






0 30 




Oil and Grease 




NS 






NS 










£H 


6 70 






6 20 








6 5-8.5 




Phenols (Total) 




NS 






NS 










Phosphorus 




NS 






NS 










Total Suspended Solids 


27000 






5300 












Total Dissolved Solids 


400 00 






440 00 








500 00 




Sulfate 


4000 






200.00 








250 00 




Total Organic Carbon 




NS 






NS 










TOC (Duplicate) 




NS 






NS 










Total Organic Halogens 




NS 






NS 










Magnesium 




NS 






NS 










Mangenese 


5 HO 






1 10 








0 05 




Potassium 




NS 






NS 










Sodium 


17.00 






n.oo 






160 00 






Alkalinity 


280 00 






58 00 












Calcium 




NS 






NS 










Hardness 


280 00 






300 00 












Boron 




NS 






NS 








0.63 


Specific Conductance (umlio/cm) 


61000 






530.00 













NS-No<3«nple4 
ND - Noi OtftcloJ 
D« Limn • Sw'plirt# Detection Limit 

MCI - Muumjin Cortiintiuni Level, Enforceable Groimdwjtcr Sundwdi 
S ft f CL- S tx njKlary Maximum Cor jtmurrn t Lev d; Eufor c eafc f e Groundw* a S L»*<Jjr<lt 
0'jii*r«-r't>ncCTp<rW(^t- Sc* pjifc*rc*bhS<Mrfrrk 



Table A.21: Characteristics of the Guilford Bulky Waste Landfill of Connecticut. 



LANDFILL: 


Guilford Bulky Waste Landfill, Connecticut. 


OWNER/OPERATOR: 


Unknown. 


LITERATURE SOURCE: 


Bulky Waste Leachate Characterization Survey 

Maurice Hamel, Connecticut Department of Environmental 

Protection 

Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 2. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris and wood. 


ACREAGE: 


5 acres. 


YEARS IN SERVICE: 


Opened in 1973. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Leachate sample taken from seep 100 feet southeast of culvert at a 
stone wall. 


MISCELLANEOUS: 


Runoff may sometimes dilute samples. 
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Table A 22: Sampling fur the Guilford Bulky Waste Landfill of Connecticut. 




NS - Not Sailed 
ND * N of Detected 
Dct Ltmil - Sailing Detection Limit 

MCL - Maximum Contaminant Lev cl, Enforceable Groundwater Sl«>dv<b 
SMCL* Sctofxlify Maximum Contamuiant Level: Enforceable Groundwaier Standard* 

Guidjiito Concei .out ■ Mol EnfvWcribtc StvvJv'it 



Table A. 23: Characteristics of the Kentucky Site. 



LANDFILL: 


Kentucky Site 


OWNER/OPERATOR 


Waste Management of North America, Inc. 
3003 Butterfield Road 
Oak Brook, IL 6052 1 


LITERATURE SOURCE: 


Construction and Demolition Landfill Leachate Characterization 
Study 

Prepared by Rust Environments & Infrastructure for 
WMX Technologies, Inc. 


WASTE TYPE: 


Construction waste and demolition debris. Includes brick, 
concrete, wood, plaster, plumbing fixtures, soil, rock, sawdust, 
metals, furniture, insulation, roofing materials. Yard waste, tires, 
and paper are not accepted. 


ACREAGE: 


13.5 acres. 


YEARS IN SERVICE: 


Opened in August 1985 and closed in November 1991. 


LINER SYSTEM: 


None. 


LEACHATE SYSTEM: 


None. 


LEACHATE SAMPLE: 


Leachate sample obtained by digging down 20 feet into the landfill 
until liquid was found. 


MISCELLANEOUS: 


None. 
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Table A. 24: Sampling for the Kentucky Site, 





IS 

Rci 


91 Sampling 1 

ull Del Limit 


V) 

Res 


192 Sampling 

ult Del Uni It 


Primary 

MCL 


Secondary 

MCL 


Guidance 

Cone 


Volatiles 


ug/1 


ND/NS 




ug/l 


ND/NS 




ug/1 


ug/l 


ug/l 


Acetone 




ND 


100 00 




NS 








700 00 


2-Bntantme 




ND 






NS 








4200 00 


Carbmi Disnlfide 


15 00 




500 




NS 








700 00 


CldoromeUiane 1 


24 00 




10 00 




NS 








2 70 1 


1, 1-DictilorocUiane 




ND 


5 00 




NS 








700 00 


] .2- Die hlo roe thane 


1900 




5 00 




NS 




3 00 






1,4-Dioxane 




ND 


1000 




NS 








5 00 


Ethylbenzene 




ND 


5 00 




NS 






700 00 




Methyl Ethyl Ketone (MEK) 




ND 


100 00 




NS 








4200.00 


4-Methyl- 2- Penlanonc 




ND 


5000 




NS 










Methylene Cldonde 




ND 


5 00 




NS 




5 00 






Toluene 




ND 


5 00 




NS 




1000 00 






1.1.1 Tnddoroethane 




NS 






NS 




200 00 






Tricldoroethylene 




ND 


5 00 




NS 




300 






Tricldorofluoromcthane 




ND 


10.00 




NS 








2100 00 


Xylenes (Total) 




ND 


5 00 




NS 




10000 00 


























Semi-Volatiles 


Ug/l 


NDfNS 




Ug/l 


ND/NS 




ug/l 


ug/l 


ug/l 


Acenaphthene 




ND 


49 00 




ND 


100 00 






20 00 


Acetophenone 




ND 


100 00 




ND 


100 00 






700 00 






ND 






NS 




1 00 










ND 






NS 








28000.00 


B is(2-Et1 lylhcxyl )phtl i ala 1 e 




ND 


100 00 




ND 


500 00 








2, 4 - Dime thyl pi len nl 




ND 


100 00 




ND 


100 00 






400 00 


Di-n- Butyl plithalate 




ND 


100 00 




ND 


100 00 






700.00 


Diethyl PhthaJate 




ND 


100 00 




ND 


100 00 






5600 00 


Fluoranthene 




ND 


100 00 


180 00 




100 00 






: 280 00 


Naplhalene 




ND 


100 00 


130 00 




100 00 






6.80 


m&p-Creosol 




ND 


100 00 




ND 


100 00 






35.00 


o-Creosol 




ND 


loooo 




ND 


100 00 






350 00 


Phcnatl Irene 




ND 


100.00 


300 00 




100 00 






1000 


Phenol 




ND 


100 00 




ND 


100 00 






10 00 


Pyrene 




ND 


100 00 


19000 




100 00 






21000 






















Herbicides Pesticides 


ug/l 


ND/NS 




ug/\ 


ND/NS 




ug/l 


ug/l 


ug/l 


AJpha-BHC 




ND 


001 




ND 


0 10 






0 05 


Endrin 




ND 


001 




ND 


0 10 


200 






Dietdrin 




ND 


001 


0 20 




0 10 






0 10 


Dunetlioate 




ND 


1 90 




ND 


100 00 






5.00 


Disutfoton f 




ND 


1 00 




ND 


100 00 






0 SO 


2,4,5-T 




ND 


0 19 




ND 


] 00 






70 00 


2,4-D 




ND 


1 20 




ND 


1 00 


70 00 






HxCDD 




ND 


2 30 




ND 


320.00 








HxCDF 




ND 


1 80 




ND 


21000 




























llea\y Metah 1 


ug/l 


ND/NS 




ug/l 


ND/NS 




ug/l 


ug/l 


Ug/l 


Antimony 




ND 


7.00 




ND 


100.00 


600 






Arsenic 


12.00 




4 00 


41.30 




10 00 


50 00 






Barium 


340 00 




1000 


643 00 




200 00 


2000.00 






Cadirunm 




ND 


5 00 




ND 


5 00 


5 00 






Clirominm 




ND 


1000 


36.60 




1000 


100 00 






Copper 




ND 


20 00 


155 00 




25 00 


100000 






Lead 


22000 




15 00 


147000 




250 00 


15 00 






Mercury 




ND 


0 20 




ND 


0.20 


2 00 






Nickel | 


23 00 




20.00 


46 90 




40 00 


100.00 






Selenium 




ND 


5 00 




ND 


5 00 


5000 






Silver 




NS 






NS 






100 00 




Thallium 




ND 


500 




ND 


10 00 


2.00 






Vanadium 




ND 


20 00 




ND 


50 00 






4900 


Zinc 


81000 




20.00 


2320 00 




20 00 




5000 00 
























Conventional Parameters 


mg/i 


ND/NS 




mg/1 


ND/NS 




tiifi/l 


mg/1 


mg/l 


Biological Oxygen Demand 


14 00 




1 00 




NS 










Chcnucal Oxygen Demand 


180 00 




60 00 


199 00 




10 00 








Cldorides 


180 00 




2.60 


44 40 




0 50 




250 00 




Cyanide 


0.01 




001 




ND 


0 02 


0 20 






Ammonia, Nitrogen 


44 00 




0 52 


7 51 




0 10 








Oig>uuc Nitrogen 




NS 






NS 










Nitrate 




NS 






NS 




10.00 






Nitnle 




NS 






NS 




1 00 






Iron 


2600 




04 


4860 




0 10 




030 




Oil and Grease 


1 00 




026 


1820 




1 00 








pH 


680 






6 83 








6 5-8 5 




Phenols (Total) 




ND 


0 01 


001 




001 








Phosphorus 


1 00 




006 


0 86 




020 








Total Suspended Solids 


390 00 




1000 


93400 




3 00 








Total Dissolved Solids 


1200.00 




1000 


101000 




5 00 




500 00 




Sulfate 


15 00 




005 


241 00 




5.00 




250 00 




Total Organic Carbon 


52.00 




1 00 


33 00 




1.00 








TOC (Duplicate]) 


52 00 




100 


33 30 




1 00 








Total Organic Halogens 


0 86 




001 


0.03 




0.01 








Magnesium 




NS 






NS 










Mangenese 




NS 






NS 






005 




Potassium 




NS 






NS 










Sodium 




NS 






NS 




160 00 






Alkalinity 




NS 






NS 










Calcium 




NS 






NS 










Harduess 




NS 






NS 










Boron 




NS 






NS 








0.63 


Specific Conductance (tunho/cin) 




NS 






NS 











NS • Not Sm ? led 
ND • Not Detected 
Dct Limj) • Samp! irtg D«i auoo Limit 

MCL- Maximum Contaminant Levd; Enforceable Groundu-atet Si*vl»rdi 
SMCL- Secondary Maximum Cortamirwit Level; Enforceable Groundwila- Slvidtfdr 
Guidtaitc Cirttcaitmiom Not r.id'oTcooblc CivKlvda 



Table A.25: Characteristics of the Massachusetts Site. 



LANDFILL: 


Massachusetts Site 


OWNER/OPERATOR: 


Unknown. 


LITERATURE SOURCE: 


Construction and Demolition Landfill Leachate Characterization 
Study 

Prepared by Rust Environments & Infrastructure for 
WMX Technologies, Inc. 


WASTE TYPE: 


Construction waste and demolition debris. Includes wood, plaster, 
roofing materials, fencing, telephone poles, tires, and appliances. 
Does not accept special waste such as asbestos. 


ACREAGE: 


4 acres. 


YEARS IN SERVICE: 


Opened in November 1989 


LINER SYSTEM: 


60-mil HDPE liner. 


LEACHATE SYSTEM: 


Yes. 


LEACHATE SAMPLE: 


Leachate sample taken from a composite of two leachate tanks 
which drain the three active landfill cells. 


MISCELLANEOUS: 


Waste Management reported the analytical results from this landfill, 
but did not identify the location or the owner/operators of the 
landfill. 
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Table A 26: Sampling fur the Massachusetts Site. 




NS - NiX Sunpled 
HD ■ Not Delated 
Dei Liuul • Sampling DdaUoii Limit 

MCL ■ Maximum CoUimwaiit Level; Enforceable Groundwater Standard* 

SMCLr Secondary Maximum Cortanuixiit Level; Enforceable Groundwater Standard* 
Outdance Cj ftcfldralionf ■ Nol Enforceable Standard! 



Table A. 27: Characteristics of the Michigan Site. 



LANDFILL: 


Michigan Site 


OWNER/OPERATOR: 


Waste Management of North America, Inc. 
3003 Butterfield Road 
Oak Brook, IL 60521 


LITERATURE SOURCE: 


Construction and Demolition Landfill Leachate Characterization 
Study 

Prepared by Rust Environments & Infrastructure for 
WMX Technologies, Inc. 


WASTE TYPE: 


Construction waste and demolition debris. Includes concrete, 
brick, wooden pallets, and brush. Does not accept white goods or 
tires. 


ACREAGE: 


2 acres. 


YEARS IN SERVICE: 


Opened in June 1990. 


LINER SYSTEM: 


30-mil PVC liner. 


LEACHATE SYSTEM: 


Yes. 


LEACHATE SAMPLE: 


Leachate sample taken from a leachate manhole in the C&D portion 
of the landfill. 


MISCELLANEOUS: 


None. 
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Table A. 28: Sampling for the Michigan Site. 



00 

ui 




NS • Not Sampled 
ND • Ned Detected 
Dei Limit • Sampling Detection Lunil 

MCL - Maximum Cwtfmiifunt Level. El deferable Oroundwiltr Standard! 

SMCL* Secondary Maximum Conlamirunl Level, Etiforcrable GroundwaKr Standard! 

iVvIutaiace C«.iC<iAr«lUvrki- W ft* UnfcftCalde SUitlard* 



Table A. 29: Characteristics of the Mount Olivet Landfill, Seattle, Washington. 



LANDFILL: 


Mount Olivet Landfill, Seattle, Washington. 


OWNER/OPERATOR: 


Fioorillo Northwest, Inc. 

Post Office Box 66826 
Seattle, Washington 98166-0826 


LITERATURE SOURCE: 


Washington State Department of Ecology 

Presented in C&D Waste Landfills, Leachate Quality Data, 

Volume 1. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


Unknown. 


YEARS IN SERVICE: 


Unknown. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Unknown 


LEACHATE SAMPLE: 


West and East Leachate Ponds. 


MISCELLANEOUS: 


None. 
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Tabic A. 30: Sampling for the Mt. Olivet Landfill of Washington. 





1989 Eaat Pond 
Result Del Umll 


198 

Reil 


9 Wert Por 
jit 


id 

Dec Limit 


Primary 

MCL 


Secondary 1 
MCL 


Guidance 

Cone 


Volatiio 


Ug/l 


ND/NS 




UR/1 . 


ND/NS 




ug/l 


ug/l 


ug/l 




150 00 






60.00 










700 00 


2-Bntanonc 


94 00 






1400 










4200.00 


Carbon Disulfide 


5 60 






1 80 










700 00 






ND 


3.80 




ND 


380 






2.70 


1 1-Dichloroethane 




ND 


0 60 




ND 


0 60 






700 00 






ND 


0.50 




ND 


0.50 


3 00 






1 4-Dioxane 




NS 






NS 








5.00 






ND 


0.80 


0 80 








700 00 




Methyl Ethyl Ketone (MEK) 




NS 






NS 1 








4200 00 


4-Melhyl-2-Pentanone 


8 90 








ND 


3 50 












ND 


3 30 




ND 


.3 30 


500 








1 00 




080 


1 00 






1000.00 










ND 


0 60 




ND 


0 60 


200 00 






Tncldoroethylene 




NS 






NS 




3 00 






Tnd dor o flu n ro met] tail e 




NS 






NS 








2100 00 






ND 


t 80 


23 00 






10000 00 


























Semi- Volatiles 


ur/1 


ND/NS 




ug/1 


ND /NS 




ug/l 


ug/l 


ug/l 






NS 






NS 








20 00 


Acetophenone 




NS 






NS 








700 00 






ND 


1 00 




ND 


1 00 


100 






Benzoic Acid 


91000 






210 00 










28000.00 


B is( 2 -E U iyU l e xy 1 ) phth a] at c 




ND 


10.00 




ND 


10 00 








2, 4- Du n etl tylph en ol 




ND 


20.00 




ND 


20 00 






400 00 


Din- Butyl phthalate 


1 1 00 








ND 


10 00 






700 00 






ND 


1000 




ND 


10 00 






5600 00 






ND 


1000 




ND 


10 00 






280 00 






ND 


10 00 




ND 


1000 






6 80 


mA-p-CYeosol 


670.00 






74 00 










35.00 


o-Crcosol 


36 00 








ND 


10.00 






350.00 






ND 


10 00 




ND 


10.00 






1000 


Phenol 


130 00 






17 00 










10.00 


Pyrene 




ND 


10 00 




ND 


10 00 






210.00 






















Herb Icides/pes ti cl des 


u&d 


ND/NS 




Ug/l 


ND/NS 




ug/l 


Ufi/1 


ug/l 


Alpha-BHC 




NS 






NS 








005 


Endrin 




NS 






NS 




2 00 






Diddrin 




NS 






NS 








0.10 


DuneOioate 




NS 






NS 








500 






NS 






NS 








0 50 


2.4.5-T 




NS 






NS 








70.00 


2.4-D 




NS 






NS 




70 00 






HxCDD 




NS 






NS 










HxCDF ! 




NS 






NS 






























Heavy Metals 


ug/l 


ND/NS 




ug/l 


ND/NS 




ug/l 


ug n 


ug/1 


Antimony 




NS 






NS 




6 00 






Arsenic 




NS 






NS 




50 00 






Barium 




NS 






NS 




2000 00 






Cadmium 




ND 


2 00 




ND 


200 


500 






Cliromiiun 




ND 


5.00 




ND 


5 00 


100.00 






Copper 


800 






200 


NS 




1000 00 










ND 


30 00 




ND 


30 00 


15.00 






Mercury 




NS 






NS 




2 00 






Nickel I 


5000 






1000 






100 00 






Selcniiun 




NS 






NS 




50 00 






Silver 




NS 






NS 






100 00 








NS 






NS 




200 






Vanadium 




NS 






NS 








49 00 


Zinc 


24 00 






1700 








5000 00 
























Conventional Parameters 


mg/1 


ND/NS 




mg/1 


ND/NS 




mg/I 


mg/I 


mg/1 


Biological Oxygen Demand 




NS 






NS 










Chemical Oxygen Demand 




NS 






NS 














NS 






NS 






250 00 




Cyanide 




NS 






NS 




0 20 






Ammonia, Nitrogen 




NS 






NS 










Organic Nitrogen 




NS 






NS 










Nitrate 




NS 






NS 




1000 






Nitnie 




NS 






NS 




100 






Iron 




NS 






NS 






0 30 




OO and Grease 


40 00 




1000 


50 00 




1000 








pH 




NS 






NS 






6 5-8 5 




Phenols (Total) 




NS 






NS 










Phosphorus 




NS 






NS 










Total Suspended Solids 




NS 






NS 










Total Dissolved Solids 




NS 






NS 






500 00 




Sulfate 




NS 






NS 






250 00 




Total Organic Carbon 




NS 






NS 










TOC (Duplicate) 




NS 






NS 










Total Organic Halogens 




NS 






NS 










Magnesium 




NS 






NS 










Manpenese 




NS 






NS 






005 




Potassium 




NS 






NS 










Sodium 




NS 






NS 




160.00 






Alkalinity 




NS 






NS 










Calcium 




NS 






NS 










Hardness 




! NS 






NS 










Boron 




NS 






NS 








0 63 


Specific Conductance (uinho/cin) 




NS 






NS 











NS ■ Not Snrpttd 
ND - Not Detected 
Del Limit - Singling Defection Li/nil 

MCL • Maximum Cont»riin»nl Level. Enforceable Groundwxler SUrwWdi 
SMCt^ Secondly Maximum Contaminml Level, Enforceable Otoundwnttr Slwtdjrdi 
OuideKC CutfqAmioiii' NtH Eiifr* tchblc !)Lb J» 



Table A. 31: Characteristics of the 110 Sand Company Clean Fill Landfill of New York. 



LANDFILL: 


1 10 Sand Company Clean Fill Landfill, New York. 


OWNER/OPERATOR: 


Broad Hollow Estates/ 1 10 Sand Company 

170 Cabot Street 

West Babylon, New York 1 1704 


LITERATURE SOURCE: 


New York State Department of Environmental Conservation 
Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 1. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


12. 1 acres in Phase V. Capacity 3,300,000 cubic yards. 


YEARS IN SERVICE: 


Unknown. 


LINER SYSTEM: 


Double Liner. 


LEACHATE SYSTEM: 


Yes. 


LEACHATE SAMPLE: 


Leachate sample taken from leachate collection system. 


MISCELLANEOUS: 


None. 
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Table A-J2a: Sampling for the 100 Sand Company CleanflU of New York. 




HD Mm Dfucul 

Dff Ldm- Sloping Diuhm U=m 

MCL Mmu C jxnua Uni Eft&rttihl* Grr*»**-*ef 7Uel«* 

SM7U S««b4«y W»mm» Ctmiui UM Ec/ortr JbJ» Sticiafa 

Hm £*Jwce*fcU &Kkia-d» 
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Table A.32b: Sampling for Iht 100 Sand Company Cleanfill of New York. 
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Table A. 33: Characteristics of the Sanifill Landfills of Houston, Texas. 



LANDFILL 


Houston Landfills, Texas. 


OWNER/OPERATOR: 


Sanifill Inc. 
Houston, Texas. 


LITERATURE SOURCE: 


Properties of Leachate from Construction/Demolition Waste 
Landfills 

James M. Norstrom, Charles E. Williams, and Paul A. Pabor. 

In Proceedings Fourteenth Annual Madison Waste Conference, 
Sept 25-26, 1991. 


WASTE TYPE: 


Construction waste and demolition debris. Includes in descending 
order of % volume: wood brush, and grass; concrete, rock, 
asphalt, and soil; paper and cardboard; metal, rubber, plastic, and 
glass. 


ACREAGE: 


Unknown. 


YEARS IN SERVICE: 


Opened in mid to late 1980’s. 


LINER SYSTEM: 


Yes. 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Leachate sample taken from leachate wells developed at each of the 
landfills for this study. Approximate depth to the bottom of the 
wells from the top of the landfills ranged from 23 to 60 feet 


MISCELLANEOUS: 


The investigators sampled leachate from three C&D landfills owned 
by Sanifill and located in Houston Texas. Two samples were taken 
from each landfill and analyzed for a variety of parameters Only 
the minimum and maximum analytical results were presented in the 
report. 
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Table A. 34: Sampling for the Sanifill Landfills of Houston, Texas. 





Minimum 1 

Result Del Unlit 


IS 

Reiu 


l»il mum 
It I 


1 

)et Limit 


Primary J 

MCL 


Secondary C 
MCL 


Guidance 

Cone 




U R/l 


ND/NS 




ug/1 


ND/NS 




u&fl 


ugfl 


U£fl 






NS 






NS 








m oo 






NS 






NS 








4200.00 






NS 






NS 








700.00 






NS 






NS 








2 70 






NS 






NS 








700 00 






NS 






NS 




3 00 










NS 






NS 








5 00 






NS 






NS 






700 00 








NS 






NS 








4200.00 






NS 






NS 














NS 






NS 




5 00 










NS 






NS 




1000.00 






l 1 l-tricldaroelliane 




NS 






NS 




200 00 










NS 






NS 




3 00 










NS 






NS , 








2100 00 


Xylenes (Total) 




NS 






NS 




10000 00 






Semi - 1 'o latilcs 


ug/l 


ND/NS 




UR/l 


ND/NS 




ug/l 


U£/l 








NS 






NS 








20 00 






NS 






NS 








700.00 






NS 






NS 




100 










NS 






NS 








28000 00 


Rnf?-FlliyUiexy11pht]ialate 




NS 






NS 














NS 






NS 








400 00 


Di*n*Biity1 plithalate 




NS 






NS 








700 00 






NS 






NS 








5600 00 






NS 






NS 








280 00 






NS 






NS 








6 80 






NS 






NS 








35 00 






NS 






NS 








350 00 






NS 






NS 








10 00 


Phenol 




NS 






NS 








10 00 


Pyrene 




NS 






NS 








210.00 


llerbicidtx’Pei ticidn 


u&/l 


ND/NS 




ug/l 


ND/NS 




URfl 


ug/1 


ug/l 






NS 






NS 








0 05 1 


Elidrin 




NS 






NS 




200 










NS 






NS 








0 10 






NS 






NS 








500 






NS 






NS 








0 50 


2.4 5-T 




NS 






NS 








70 00 


2 4-D 




NS 






NS 




70 00 






HxCDD 




NS 






NS 










HxCDF 




NS 






NS 






























Heavy A fetal* 


ugd 


ND/NS 




! ug/i 


ND/NS 




ug/l 




ug/1 


Antimony 




NS 






NS 




600 






Arsenic 


17.00 






75 00 






50 00 






Barit tin 


1500 00 






8000 00 






2000 00 








20 00 






30.00 






500 








10000 






250 00 






100 00 






Copper 


14000 






490 00 






1000 00 






Lead 


220.00 






213000 






15 00 










ND 


2 00 


9 00 




2.00 


2.00 







Nickel 




NS 






NS 




100 00 










ND 


1 00 




ND 


100 


50 00 






Silver 




ND 


10.00 


30.00 




1000 




100 00 




Thallium 




NS 






NS 




200 






Vanadium 




NS 






NS 








49 00 


Zinc 


1700 00 






8630 00 








5000 00 
























Co/tve/frio/ia/ Parameter* 


mg/I 


ND(NS 




niftrt 


ND/NS 




mg/1 


mg/l 


org/l 


Biological Oxygen Do in at id 


100 00 






32000 












Cliettiical Oxypen Demand 


3080.00 






11200 00 














125 00 






240 00 








250 00 




Cyanide 




ND 


0 10 




ND 


0 10 


020 








30.00 






184 00 












Organic Nitrogen 




NS 






NS 










Nitrate 


4 00 






13 00 






1000 






Nitrile 




ND 






ND 




1 00 






Iron 


2900 






172 00 








030 






1800 






47 00 












pH 


6 50 






7 30 








6 5*8 5 




Phenols (Total) 


0.70 






2.99 












Phosphorus 


2.50 






3 89 












Total Suspended Solids 


100000 






43000.00 


1 










Total Dissolved Solids 


2412.00 






4270 00 








500.00 




Sulfate 




ND 


40.00 




ND 


40 00 




250 00 




Total Organic Carbon 


76 00 






1080 00 












TOC (Duplicate) 




NS 






NS 










Total Organic Halogens 




NS 






NS 










Magnesium 


92 00 






192 00 












Mangencse 


100 






4 90 








005 




Potassium 


118 00 






618 00 












Sodium 


256 00 






1290 00 






160 00 






Alkalinity 


1710.00 






6520 00 












Calcium 


148 00 






578 00 












Hardness 


597 00 






1516.00 












Boron 


1 40 






3.90 










0 63 


Specific Conductance (uinho/cm) 


292000 






6850.00 


i 











NS *Not Singled 
ND • Not Dd«le 4 
Del Lurui • Sampling Detection Limit 

MCL • M&ximum Contjjntfwir Level; Enforceable GiourvKvaler Slwiard* 

3 MCL* Secondary Mu.ui will Coiilmiinail Loti, DXoice*M« Gfoiuufwtfer Slunbrdi 
( i'jfvL.^e C« Kola'll] o»« Not EiiToecMbk 



Table A.35: Characteristics of the SKB Rich Valley Demolition Waste Facility, Minnesota. 



LANDFILL: 


SKB Rich Valley Demolition Waste Management Facility, 
Minnesota. 


OWNER/OPERATOR: 


SKB Demolition Waste Disposal. 

251 Starkey Street 

St. Paul, Minnesota 55107 


LITERATURE SOURCE: 


Potential for Environmental Impairment at the SKB Rich Valley 
Demolition Waste Management Facility 
Prepared by Interpoll Laboratories for 
SKB Demolition Waste Disposal 


WASTE TYPE: 


Construction waste and demolition debris. This includes concrete, 
brick asphalt, stucco, rock/gravel, metal, roofing, wood etc. 
Garbage, yard wastes, liquids, septic tank pumping, tires, 
appliances, and fertilizers are prohibited at the facility. 


ACREAGE: 


69 acres. 


YEARS IN SERVICE: 


Opened in August 1989. 


LINER SYSTEM: 


Two foot compacted clay liner with three foot protective drainage 
layer. 


LEACHATE SYSTEM: 


Leachate collection system installed consisting of PVC collection 
pipes and lift station. Leachate disposed of off-site. 


LEACHATE SAMPLE: 


Leachate sampled from leachate collection system. 


MISCELLANEOUS: 


Groundwater contamination in the area surrounding the facility 
existed prior to opening the facility. Notably, drinking water 
quality criteria for iron, manganese and total dissolved solids were 
exceeded in baseline groundwater samples. 
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Tabic A.36: Sampling for the SKB Rich Valley Landfill of Maryland. 





Spring 1990 
Result Det Limit 


Summer 1990 
Result Det Limit 


Fall 1990 

Result Det Limit 


S 

Reu 


prlng 1992 
lit 


Det Limit 


Su 

Re«t 


mmer 1992 
ilt 


Del Limit 


Primary 1 l 
MCL 1 


Secondary < 
MCL 


Guidance 

Cone 


Volatile, 

Acetone 


ufi/1 


ND/NS 

ND 


1000 


Ufcfl 


ND/NS 

NS 






ND/NS 

NS 

mc 




ur/I 


ND/NS 

NS 

NS 1 




UR/I . 


ND/NS 

NS 

NS 




UR/l 


UR/1 


ufi/I 
700 00 
4200.00 


2-Bntanoiie 
Carbon Disulfide 




NS 

NS 

NS 






NS 

NS 

NS 






NS 

NS 






NS 

NS 






NS 

NS 








700 00 
2 70 






ND 


1 00 




NS 






NS 






NS 






NS 








700 00 






ND 


1 00 




NS 






NS 






NS 






NS 




3 00 










NS 






NS 






NS 






NS 






NS 








5 00 






ND 


1 00 




NS 






NS 






NS 






NS 






700 00 








ND 


5 00 




NS 






NS 






NS 






NS 








4200 00 






NS 






NS 






NS 






NS 






NS 












5 00 








NS 






NS 






NS 






NS 




5 00 










ND 


1.00 




NS 






NS 






NS 






NS 




1000 00 








1 00 








NS 






NS 






NS 






NS 




200.00 










NS 






NS 






NS 






NS 






NS 




3 00 








20 00 








NS 






NS 






NS 






NS 








2100 00 


Xylenes (Total) 




NS 






NS 






NS 






NS 






NS 




10000 00 








ue/1 


ND/NS 




Uft/1 


ND/NS 




UR/I 


ND/NS 




ug/1 


ND/NS 




ur/I 


ND/NS 




ug/1 \ 


ug/1 


ur/i 






NS 






NS 






NS 






NS 






NS 








20.00 






NS 






NS 






NS 






NS 






NS 








700 00 






NS 






NS 






NS 






NS 






NS 




1 00 










NS 






NS 






NS 






NS 






NS 








28000 00 






NS 






NS 






NS 






NS 






NS 














NS 






NS 






NS 






NS 






NS 








400 00 






NS 






NS 






NS 






NS 






NS 








700 00 






NS 






NS 






NS 






NS 






NS 








5600 00 






NS 






NS 






NS 






NS 






NS 








280 00 






NS 






NS 






NS 






NS 






NS 








6.80 






NS 






NS 






NS 






NS 






NS 








35 00 






NS 






NS 






NS 






NS 






NS 








350 00 






NS 






NS 






NS 






NS 






NS 








10 00 






NS 






NS 






NS 






NS 






NS 








10 00 


Pyrene 




NS 






NS 






NS 






NS 






NS 








210 00 




ug/l 


ND/NS 




ug/1 


ND/NS 




UR/I 


ND/NS 




UR/1 


ND/NS 




ur/i 


ND/NS 




ur/i 


UR/1 


uR/1 


AJi'li 




NS 






NS 






NS 






NS 






NS 








0 05 






NS 






NS 






NS 






NS 






NS 




2 00 










NS 






NS 






NS 






NS 






NS 








0.10 


Did dan 




NS 






NS 






NS 






NS 






NS 








5.00 






NS 






NS 






NS 






NS 






NS 








0.50 


2 4 5»T 




NS 






NS 






NS 






NS 






NS 








70 00 


2,4-D 




NS 






NS 






NS 






NS 






NS 




7000 






HxCDD 




NS 






NS 






NS 






NS 






NS 










HxCDF 




NS 






NS 






NS 






NS 






NS 










}{en\y A fetals 


U g/1 


ND/NS 




UR/I 


ND/NS 




ur/I 


ND/NS 




UR/1 


ND/NS 




uR/1 


ND/NS 




UR/I 


UR/I 


ur/I 


Antimony 




NS 






NS 






NS 






NS 






NS 




6 00 






Arsenic 




ND 


4 00 


20 00 








ND 


2.00 


500 






2.00 






50.00 






Barium 




NS 






NS 






NS 




100 00 






160 00 






2000.00 






rsdinii i in 


0 10 








ND 


0 10 


0 20 






0 10 








ND 


0 40 


5 00 






oui iui i in ii 

Clirominm 




ND 


10 00 




ND 


10 00 




ND 


1000 




ND 


1 00 




ND 


4 00 


100 00 






Copper 




ND 


1000 




ND 


10 00 


1000 








ND 


1000 




ND 


1000 


1000.00 






Lead 




ND 


1 00 




ND 


3 00 




ND 


1 00 




ND 


0 20 




ND 


020 


15 00 










ND 


0.40 




ND 


0.20 




ND 


020 




ND 


0 20 


0.30 






2.00 






Nickel 




NS 






NS 






NS 






NS 






NS 




100.00 










NS 






NS 






NS 






NS 






NS 




50 00 






Sth^jr 




NS 






NS 






NS 






NS 






NS 






100 00 




Thallium 




NS 






NS 






NS 






NS 






NS 




2 00 






Vanadium 




NS 






NS 






NS 






NS 






NS 








49 00 


Zinc 


JO 00 








ND 


10 00 




ND 


10 00 


10 00 






30 00 








5000.00 




Conventional Parameter, 


mg/1 


ND/NS 




mg/1 


ND/NS 




IIIR/1 


ND/NS 




mg/1 


ND/NS 




mR/l 


ND/NS 




m R/l 


mR/l 


niR/l 


Biological Oxygen Demand 




NS 






NS 






NS 






NS 






NS 










Chemical Oxygen Demand 




NS 






NS 






NS 




110.00 






220 00 














160.00 






300 00 






460 00 






100.00 






100 00 








250 00 




Cyajude 




NS 






NS 






NS 






NS 






NS 




020 






Anunoiua, Nitrogen 


0 66 






1 20 






082 






0 99 








ND 


5000 








Organic Nitrogen 




NS 






NS 






NS 






NS 






NS 










Nitrate 


3 50 








ND 


0.50 




ND 


0.25 


028 






091 






10.00 






Nitnte 




ND 


0 10 




ND 


0 50 




ND 


0 25 




ND 


0 00 




ND 


0 00 


1 00 








0 02 






1 30 






022 






9.50 






14 00 








0 30 




Oil and Grease 




NS 






NS 






NS 






NS 






NS 










pH 




NS 






NS 






NS 






NS 






NS 






6.5-8 5 




Plienols (Total) 




NS 






NS 






NS 






NS 






NS 










Phosphorus 




NS 






NS 






NS 






NS 






NS 














ND 


4 00 


21 00 






63 00 






23.00 






51 00 












Total Dissolved Solids 


1700 00 






5740 00 






4600 00 






2000 00 






2500 00 








500 00 




Sulfate 


690 00 






1600 00 






1700.00 






730.00 






91000 








250 00 








NS 






NS 






NS 






NS 






NS 










TOC (Duplicate) 




NS 






NS 






NS 






NS 






NS 














NS 






NS 






NS 






NS 






NS 










Magnesium 


90 00 






460 00 






280 00 






130 00 






160 00 












Man gen esc 


0 08 






9 80 






12.00 






3.10 






3 90 








005 




Potassium 


5 20 






55 00 






13 00 






14 00 






15.00 












Sodium 


31 00 






370 00 






230 00 






100 00 






95.00 






160.00 






Alkalinity 


410.00 






1450.00 






770 00 






570 00 






790 00 












Calcium 


310 00 






600 00 






520 00 






280.00 






34000 












Hardness 




NS 






NS 






NS 






NS 






NS 










Boron 




NS 






NS 






NS 






NS 






NS 








1 0 63 






NS 






NS 






NS 






NS 






NS 











NS • Nol Stirtplcd 
NT) • Not Prieclcd 
Det Limit • Swuptuig Ddetliou Limit 

MCL • Mutunum Cenfiminjyit Ltvtl. Enforceable Groundwater SlamUrdt 
S MCL- Sec oncLry Maximum CortiirunarJ Uul, DiTorcoLU OroujiJwncr Slxriiv Ji 
floidvire f>nca«tra>Kw«* Nn» Ri'foree’thleStafttL'tfd' 



Table A.37: Characteristics of the South Carolina Landfill. 



LANDFILL: 


South Carolina Landfill. 


OWNER/OPERATOR. 


Unknown 


LITERATURE SOURCE: 


South Carolina Department of Health and Environmental Control 
Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 1. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


Unknown. 


YEARS IN SERVICE: 


Unknown. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE: 


Unknown. 


MISCELLANEOUS: 


None. 
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Table A 38 Sampling fur the South Carolina Site. 





Resu 


1994 

ill Del Limit 


Primary 1 
MCL 


Secondary ( 
MCL 


Guidance 

Cone 




ug/\ 


ND/NS 




u pA 


upA 


u pA 






NS 








700 00 






NS 








4200 00 






NS 








700 00 






NS 








2.70 | 






NS 








700 00 






NS 




3 00 






L4-Dioxane 




NS 








500 


Ethylbenzene 




NS 






700 00 




Methyl Ethyl Ketone (MEK) 




NS 








4200.00 


4-MetliYl-2-Pentanone 




NS 










Methylene Chloride i 




NS 




5.00 






Toluene 




NS 




1000.00 




. 


1 M Tncldoroethane 




NS 




200 00 










NS 




3.00 










NS 








2100 00 






NS 




10000 00 




















Semi- Volatiles 


up/\ 


ND/NS 




upA 


upA 


upA 


AcenaphUi ene 




NS 








20.00 


Acetophenone 




NS 








700.00 






NS 




1.00 










NS 








28000 00 


Bii(2-EtlivUicxyl)plitha]ate 




NS 








. 


2 4-Diinethvlplienol 




NS 








400 00 


Di-u-Butyl plithalale 




NS 








700 00 


Dielhvl Plillialale 




NS 








5600 00 


Fluoranthene 




NS 








280 00 


Napthalclie 




NS 








6 80 


in&p-Creosol 




NS 








35 00 


o-Creosol 




NS 








350 00 


Pliciiathrene 




NS 








10.00 


Pli eno] 




NS 








10 00 






NS 








21000 
















Herbicides' Pesticides 


up/\ 


ND/NS 




u pA 


upA i 


Uflrt 


Alplia-BHC 




NS 








0 05 






NS 




2.00 






Dieldrin 




NS 








0 10 






NS 








5.00 


Disulfoton 




NS 








0.50 


2.4.5-T 




NS 








70.00 


2.4-D 




NS 




70 00 






HxCDD l 




NS 










HxCDF 




NS 


























u pA 


ND/NS 




up/1 


upA 




Antimony 




NS 




6 00 








1 40 






50.00 






Barium 




NS 




2000 00 






Cadmium 


1 79 






5 00 






Chromium 


16.00 






10000 






Copper 


9.20 






1000 00 






Lead 




NS 




1500 






Mercury 




NS 




2 00 






Nickel 




NS 




100.00 










NS 




50 00 






Silver 




NS 






100.00 




Thallium 




NS 




2 00 






Vanadium 




NS 








49 00 




65.00 








5000.00 


















Conventional Parameters 


m pA 


ND/NS 




tnpA 


mp/l 


mpA 






NS 










Chemical Oxypcn Demand 




NS 


5 00 








Cldondes 


250 00 








250 00 




Cyanide 




NS 




0 20 






Ammonia, Nitrogen 




NS 










Orpaiuc Nitropen 




NS 










Nitrate 




NS 




10 00 






Nitrile 




NS 




1 00 






Iron 


0 30 








0 30 




Chi and Grease 


15 00 












pH 




NS 






6.5-8 5 




Phenols (Total) 




NS 










Phosphorus 




NS 










Total Suspended Solids 


110 00 












Total Dissolved Solids 


8400 00 








500.00 




Sulfate 


250 00 








250 00 








NS 










TOC (Duplicate) 




NS 










Total Orpanic Halopens 




NS 










Macneaium 




NS 










Manponese 


0 05 








0 05 




Potassium 




NS 










Sodium 




NS 




160 00 






Alkalinity 




NS 










Calcium 




NS 










Hardness 




NS 










Boron 




NS 








0 63 


Specific Conductance (in nlio/ctn) 




NS 











Nil • No) Sampled 
ND • Not Detected 
Del Lii ml - Sampling Dderlicti Limit 

MCL ■ Miximum CcMitttnuur* Level; Enforceable Groundwiler SLaviirdj 
5MCL» Secondary Maximum Coiitami/iani Level, Enforceible Grouixiwaid Slainh/di 

Out4*K.cC<XM.t>*r«ijoni- Kul ClaiKUrdj 



Table A.39: Characteristics of the South Windsor Site of Connecticut. 



LANDFILL: 


South Windsor Site, Connecticut. 


OWNER/OPERATOR: 


Unknown. 


LITERATURE SOURCE: 


Bulky Waste Leachate Characterization Survey 

Maurice Hamel, Connecticut Department of Environmental 

Protection 

Presented in C&D Waste Landfills, Leachate Quality Data, 
Volume 2. 

Prepared by Gershman, Brickner & Bratton, Inc. 

For the National Association of Demolition Contractors. 


WASTE TYPE: 


Demolition debris and landclearing debris. 


ACREAGE: 


3 acres. 


YEARS IN SERVICE: 


Opened between 1969 and 1975. 


LINER SYSTEM: 


Unknown. 


LEACHATE SYSTEM: 


Unknown. 


LEACHATE SAMPLE. 


Leachate sample taken from seep at the base of landfill. 


MISCELLANEOUS. 


Two samples taken from SW 3 in 1987 by Geotoxi as part of site 
closures. 
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Table A. 40: Sampling for the South Windsor Bulky Waste Landfill of Connecticut. 





Re 


July 1988 

ult Del Limit 


Rei 


kUgurt 1988 

ult Del Limit 


O 

£e_! 


etober-1981 

ult 


9 

Del Limit 


De 

K»' 


cember-1 98 
till 


Del Limit 


Primary 

MCL 


Secondary < 
MCL 


Guidance 

Cone 


Volatile* 


U RA 


ND/NS 




urA 


ND/NS 




ugfl 


ND/NS 




ug/1 


ND/NS 




URrt 


UR/* 


urA 






NS 






NS 






NS 






NS 








700 






NS 






NS 






NS 






NS 








4200 00 






NS 






NS 






NS 






NS 








700 00 






NS 






NS 






NS 






NS 








2 70 






NS 






NS 






NS 






NS 








700 00 


1 ,2-Dicldoroethane 




NS 






NS 






N3 






NS 




3 00 






1 4-Diox ane 




NS 






NS 






NS 






NS 








5 00 


Ethylbenzene 




NS 






NS 






NS 






NS 






700 00 








NS 






NS 






NS 






NS 








4200 00 






NS 






NS 






NS 






NS 














NS 






NS 






NS 






NS 
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NS 






NS 






NS 






NS 
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NS 






NS 






NS 






NS 
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NS 






NS 






NS 






NS 
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NS 
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Benzoic Acid 
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NS 
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0 10 ” 
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ND 
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0.63 
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76000 













NS. Not Swirled 
ND - Nol Delected 
Del Umii • S willing Detection LLmil 

MCL ■ Maximum Cortwnmaiit Level; Enforceable Groundwater Standards 
SMCI/* SrriwWy Mtiuuim Confamnstf Level,' Enforceable Groundwater Standard* 
viviidvtev Coutaaitl'M*- NotC*iT»*veab1c SUitaLrds 



Table A. 41: Characteristics of the Wisconsin Site. 



LANDFILL: 


Wisconsin Site. 


OWNER/OPERATOR: 


Unknown. 


LITERATURE SOURCE: 


Construction and Demolition Landfill Leachate Characterization 
Study 

Prepared by Rust Environments & Infrastructure for 
WMX Technologies, Inc. 


WASTE TYPE: 


Demolition debris and landclearing debris. Includes brick, concrete, 
wood, metals, and roofing shingles. 


ACREAGE: 


Unknown. However, capacity is estimated at 50,000 cubic yards. 


YEARS IN SERVICE: 


Began operations in August 1991. 


LINER SYSTEM: 


Ten foot thick clay liner with a two foot thick drainage layer. 


LEACHATE SYSTEM: 


Yes. 


LEACHATE SAMPLE: 


Taken at the low point of the fill area where leachate collected and 
was visible. 


MISCELLANEOUS: 


None. 
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Table A. 42: Sampling for tlie Wisconsin Site. 




NS -Not Sampled 
ND • Not Detected 
Dri I.iiiul ■ Sampling Ddcrtlou Limit 

MCL ■ Mtxunutn ConUmiuMit Level, Enforceable Oroundwiia Standard! 

SMCL- Secondary Maximum CouUniinari Ltvtl. Enforceable Groundwater Standard* 
Guidance Conccntralioiu- No] Enforceable Standard* 



APPENDIX B: 



TEST METHODS 
& 

METHOD DETECTION LIMITS 
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Table B. 1 : Summary of Test Methods and Method Detection Limits 
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APPENDIX C: 
PROBABILITY PLOTS 
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APPENDIX D: 



STATISTICAL TESTS 



Confidence Intervals for Various Parameters: Using Standard Student T-Tests. 
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Confidence Interv als for Various Parameters: Calculated by Cohen's Method 
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Confidence Interval for Cadmium: Using AitchinsoiTs Method 



Statistics 


Cadmium 


Ug/I 


ND/NS 






ND 






ND 






ND 






ND 






ND 




0.13 






4.00 






6.00 






10.50 






10.67 






6.00 








NS 






ND 




512.88 






10.05 








ND 






ND 




1.79 






20.00 






25.00 




No. of ND (d) 


8 




No. of Detects 


11 




Total Sampled (n) 


19 




Mean of Detected Values 


55.18 




Variance of Detected Values 


23098.54 




Adjusted Mean 


31.94798 




Adjusted Variance 


13616.07 




Adjusted Std Dev 


116.6879 




Degrees of Freedom 


18 




t(0.99,n-l) 


2.552 




t(0.99,n-l)*S/(n) A .5 


68.31715 




Lower Limit of C.I. 


-36.3692 




Upper Limit of C. I. 


100.2651 




MCL, SMCL or Guidance 


5 




Problem 


Yes 
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Nonparmetric Confidence Intervals for Selected Compounds 



Statistics 


Chromium 


Mercury 


Silver 
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ND/NS 


ug/1 


ND/NS 


ug/1 


Rank 
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10 




5.67 
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11 
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12 


0.16 
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13 
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13 








20.68 


14 
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14 








20.80 


15 
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15 








26.67 


16 












61.17 


17 












175.00 


18 






































M**= 




15 




13 




10 


n+l-M= 




4 




3 




2 


Confidence Interval 




(0,20.80) 




( o, 0.5 ) 




(0, 10.35) 


MCL (ug/l)= 




100 




2 




100* 


Potential Risk? 




No 




No 




No 



* This is a Secondary Drinking Water Limit 

** M= n/2 +1 +Zo 99(n/4) A .5, from the Statistical Analysis of Ground-Water Monitoring Data, EPA , Office of Solid Waste 
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